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e Programming the 6502 (ref C202) 
е 6502 Games (ref G502) 


РКЕҒАСЕ 


This book presents practical application techniques for the 6502 
microprocessor. It assumes an elementary knowledge of microproces- 
sor programming on the level of the preceding book in this series (Ref- 
erence C202: Programming the 6502). Understanding how to program 
the microprocessor chip itself (the 6502) is only a prerequisite for the 
actual programming of a microprocessor board connected to real 
devices. The next problem is to learn how to write actual applica- 
tion programs involving the input/output ports and other facilities 
available in a real system. This book addresses itself to this problem. 
It will present the techniques and programs required for typical appli- 
cations, using the actual input-output chips available on a board. 

The programs presented in this book will require a minimum of ac- 
tual hardware to be effectively implemented. The user is therefore en- 
couraged to practice the concepts and techniques presented here on 
actual hardware. A realistic description of possible applications boards 
will be presented. The programs are applicable to any 6502-based mi- 
crocomputer board such as the KIM, the SYM, the AIM 65, or others. 
Many programs can be run directly on one or more of these boards 
while others will require some changes. However, the concepts and 
techniques are common to all. 

The application programs presented in this book will allow the reader 
to build a complete home alarm system, which includes fire detection and 
other features, an electronic piano, a motor speed regulator, an appli- 
ance or hobby-train controller, a time-of-day clock, a simulated traf- 
fic control system, a morse code generator, an industrial control loop 
for temperature control, including analog-to-digital conversion, and 
more. 

This book is intended to teach all the basic skills required to apply 
the 6502 to real life applications. It is preceded in our 6502 series by 
““С202 - Programming the 6502," and followed by ‘‘G402 - 6502 
Games.” 


CALL FOR PROGRAMS 


While reading this book, you will find many useful or interesting 
Programs. Many of you will want to develop other novel applica- 
tion programs using the 6502. If you should find improvements for 
programs already in this book or if you should develop new interesting 
programs, let us know. All our books are constantly updated and ex- 
panded. One of your programs might get published in a subsequent 
edition or another book. Write to the author at the following address: 


Rodnay Zaks, Ref. D302 
Sybex Inc. 

2020 Milvia Street 
Berkeley, CA 94704 


Also if you have suggestions for additional programs which you 
would have liked to see included in this book, let us know, and we 
might be able to accommodate your request in a subsequent edition. 


TABLE ОҒ CONTENTS 


TABLE OF ILLUSTRATIONS .....................7 


I. 
П. 


ПІ. 


IV. 


VI. 


INTRODUCTION .........................“П 
THE INPUT OUTPUT CHIPS ..............15 


Introduction. Basic Definitions. The 6520 PIA. The 6522. Programming 
the 6522. The 6530 ROM-RAM I/O Timer (RRIOT). The 6532. Summary. 


6502 ЗУЗТЕМ5............................64 


Introduction. Standard 6502 System. The KIM-1. The SYM-1. The AIM 65. 
Other boards. 


BASIC TECHNIQUES .....................78 


Introduction 

SECTION 1; THE TECHNIQUES 

Relays. Switches. Speaker. А Morse Generator. Time of Day Clock. A 
Home Control Program. A Telephone Dialer. 

SECTION 2: COMBINATIONS OF TECHNIQUES 

Introduction. Generating a Siren Sound. Sensing an Input Pulse. Pulse 
Measurement. A Simple Music Program. KIM Traffic Control. Learn the 
Multiplication Table. Summary. 


INDUSTRIAL AND HOME APPLICATIONS 145 


Introduction. А Traffic Control System. Dot Matrix LED. Displaying 
Switch Values. Tone Generation. Music. А Burglar Alarm. DC Motor 
Control. Analog to Digital Conversion (A Heat Sensor). Summary. 


THE PERIPHERALS .....................216 


Introduction. Keyboard. Paper Tape Reader or ASCII Keyboard. Місго- 
printer. Summary. 


УП. СОХСІЮ5І0Х5.......................... 241 
APPENDIX А - А 6502 ASSEMBLER IN BASIC.... 243 


Introduction. General Description. Using the Assembler. Syntax. 
HP2000F BASIC. 


APPENDIX B -MULTIPLICATION GAME: 


THEPROGRAM......................... 259 
APPENDIX С- PROGRAM LISTINGS 
(Chapter 4 Part D ........................ 262 


- Program 4-1: Morse 

- Program 4-2: Time of Day 

- Program 4-3: Home Control 
- Program 4-4: Phone Dialer 


APPENDIX D - HEXADECIMAL 
CONVERSION TABLE ................... 273 


ТАВГЕ ОЁ 
ILLUSTRATIONS 


Standard Programming Form ............. eee 


Typical PIO "E 
The 6520 PIA ..................................... E КК ИГЫ" 
6520 Internal Architecture ..................“““““--%%%%%%%55% ее, 


6520 Memory Мар .............................2....( 0. Ше ен Не... 

6520 Register Selection ............ eee 
6520 Control Registers .......... ccce 

6520 CA2 Сопїго]................. entnehmen nnne 
6520 CB2 Control.................................................... 

Interrupt Control (CAI, СВІ Inputs) ............................ 
Identifying the PIO ................. een 

Identifying the Port .............. eee 
6522 Internal Architecture ............ eee 

6522 VIA Memory Мар ..................:.. Henn 
6522 Registers ................................-%%ө 56 nnne 

Using the 6522: STA ОРКА ..............“ е Н--е-есезеееее 

Using the 6522: STA DDRB .......... enn 
Using the 6522: STA ORA ..........................-Ӛ-.-... 
Using the 6522: LDA ОВВ......................................... 
Peripheral Control Register ................ 9-4 e 
Interrupt Flag Enable Register (ТЕК/ТЕВ)...................... 
Control Lines Function (АСК) ............ een 
PCR Detailed Operation (courtesy: Rockwell) ................. 

Continued: PCR Detailed Operation ............................ 

Reading Data When Ready ............. eee 
6522: Auxiliary Control Register .......... eee 
Interrupt Керїзїег$.................... ннн б ӨӨ. 

6522: Auxiliary Control Register Controls Т1 Modes ........ 
6522: Auxiliary Control Register Selects Timer 1 

Operating Modes ...................... ене Hn 
Timer Addressing ..........................................1 nne 

Timer 1 in Free Running Mode ...............................---.. 
Shift Register Control ............ eee 
6522 Register Selection is Әкгесі..................4.4 ее, 
Connecting Multiple 6522's: Generating an IRQ .............. 
6530 Internal Architecture ................“еңңңчееееееееееееее ее ее. 
6530 Memory Map ...............................- еее еее еее 
6532 Internal Architecture .................. 48 e 
6532 Addressing ..................................... 06 ее еее ее 
Comparison Chart of the Four PIO's ............................ 


Organization of a ‘‘Standard’’ 6520 System .................... 
Photo оТКІМ-І.............................ӛ ив ooo “ “е naon 


دې دبا دې د دې 
Ww‏ خب Qv л‏ 


' 
— к МО 00-4 


10401 a 
4 
оо ЗО Б G Q — с 


pep 
[« ы ш 


+ + 
w N — 


PEF 
Фо — ON ы 


KIM-1 Internal Organization ...................................... 
KIM-1 Memory Мар................................................ 


System Memory Map ................................................ 
RAM Memory Мар.................................................. 


Complete System with Power Supply, Microcomputer 


Board, Tape Recorder and Applications Board ............... 
абазн PO EORR M 


Converting Morse to Вїпагу....................................... 
Converting ASCII to Могве........................................ 
Morse Equivalence Table ........................................... 


М N) N) — кч — — — = ма каме ке МО ОО у QN tX tA BR Q М — 


Ne © xO со о Q & ы» © 


сд Ch UA CÓ UZ QA QA UA CA CA CA (2 д АУДАР ЗАР Qh «д “а CA ба Сл UA 


The Time-of-Day Program ....................................-. 
Home Control Program............................................ 

The Telephone Frequencies ............... eren] 

Phone Dialer Flow Chart ................ een n mn 

Phone Dialer Program ............... eee nnne 

Telephone Dialer: Indirect Indexed Access and 

Memory Мар............................«»%%%%%%%%%% ее езге. ПЕРА 
Loading the Timer ....................................4. 20 өлен е, 

Computing the Timer Constants ........................ 4 еы 
Suggested Hardware Improvement ............................... 
A Siren Sound „сао uu vean a da rene неона о aa теа ака жаа 
Siren Flow Chart ........................... three rne 

Stopping at Мтах ........................... нн nnne еее еее, 
Siren Program for the Flow Chart of Fig 4-47 ................. 
Connecting a Speaker (Improved) ................................ 
Connecting Switch and Speaker ................. eee 
Detailed Flow Chart ................................................. 

Switch Closure Measurement Program .......................... 
Switch Time Меавше..............................-%%%%9%е үө 
The Switch Time Program: Measurement and 

Tone Generation sa ua u оьсген eaa a aaa naa Pan 
250ms Delay Flow Chart ............. enm nA 
250115 DELAY ао 

Time 10 Flow Chart ............ eene 
Generating a 0.1 Second Delay .................................... 
Mozart Sonatine ....... cesses nennen roh nnne 
Bach Choral каше eie teo eed ener ааа ека s yaaa aho np 

‘Au clair dela lune" ................................................ 

Play Sound Flow Сһагї................ р n 

Playing a Топе...............................нн еее еее е, 
Traffic Flow Chart ..ccscsesscrsccseecsccstaccsecsorsssestscesseacoes 

Traffic Controller ................................s................... 


The Application Board %42......................................... 
Underside Shows Wire-Wrap..................................... 

For Convenience Application Cables Connect to Воага.... 
Board Layout ен 
НІ & H2 Connectors................................. nto 
НЗ & H4 Connectors................................................. 

The Traffic Control System ........................................ 
Connecting the LED's ............ esee 1... өш өз, 
Actual LED Connection ............................................ 
Night Pattern see eses eesovesVievuc ea көкбас e uote vu ao ya RU VEN 
Traffic Light Simulation: Night Mode (Program 5-1) ........ 
Pattern to Address the LED Pairs ................................ 
Loop Tuning ......................................2...4 11.6 б өк е нен не 

Раў Моде... новае — ененнен ки 
Traffic Light Simulation: Day Mode (Program 5-2) .......... 
А 5X7 Dot Matrix LED .........................-...%%<ее%өеееө%. 

Connecting the 5 Х71.ЕП....................................2..... 
The Connectors to the LED .....................................-.. 
Displaying a ‘‘0’......... „инь но нов ноонио свет вов вание чаев енене 

Displaying “‘1?”..... „нии кои ноики олово ов и нон вовне жнын, 

Driving a Dot-Matrix ГЕО...................................... .( 
A Dot Matrix Табе. uu. u u ua ass a наала ei 
Basic LED Matrix Display (Program 5-3) ....................... 


6-10 
6-12 
6-14 
6-16 
6-18 
6-20 
6-22 


6-24 


А-3 


Sample Run with ASM65 ........................................... 
The Symbol Table .................................................... 


ее вага ээ ачага 


Фаафроаьвњоза оо о 


Фаза ч ееццуагац 


Фезеаззееагееее 


ае ее е е ее, е 


“”евФезваеоееевеоев 


эзеачоееееовтәвеа» 


*"»9**»506026$»49854 


“«"еееегетееетеве 


"ооз зат» зоо 


“е4...шш”..е.. 


“Х............ 


ғ. “өғеаетагео 


““е.офұж..ш.е.-.. 


е“в...ем.-в«.... 


њоозосьоеьца о о о 


***9925a235449244* 


тееееФтзгооееава 


СНАРТЕК 1 


INTRODUCTION 


When learning how to program, understanding the operation of the 
microprocessor itself is only the first problem which must be solved. 
This is the problem addressed by our book, ref C202, Programming 
the 6502. The next problem is to learn how to program effectively, us- 
ing input/output devices connected to the microprocessor board. This 
is the purpose of this book. Naturally, no book can completely cover 
all possible devices. A selection, therefore, has been made among the 
important input/output devices usually connected to a 6502, and ap- 
plication programs are presented, which are likely to fit a majority of 
applications. 

First, you will learn how to effectively program a PIO, the parallel 
input/output chip. You will learn to use polling or interrupts. You will 
learn to generate pulses, measure delays, and control actual input/ 
output devices such as switches, relays, or more complex devices such 
as a digital to analog converter, a motor, and others. You will also 
learn how to use more complex input/output chips such as a program- 
mable timer. Additional interfaces will be presented for simple de- 
vices, so that you may actually build an applications board and prac- 
tice on it. 

In order to learn programming effectively, you are strongly encour- 
aged to practice. It is indeed the only real way of becoming a proficient 
programmer. In order to practice, you will need a microcomputer 
board such as the KIM, the SYM, the AIM6S, or any other 6502 
board. Because all boards normally provide at least one PIO (often 2), 
and at least 2 timers (sometimes more), all programs presented in this 
book should run on any of these boards with minor variations, if any. 


11 


6502 APPLICATIONS BOOK 


The additional hardware which you will need in order to run speci- 
fic programs will be discussed in Chapters 4, 5 and 6. It is minimal and 
easily obtainable. In particular, you will find in Chapters 4, 5 and 6 the 
description of suggested applications boards which can be constructed 
from common components at low cost. It will allow you to run the 
Programs in the chapter, using your microcomputer board and the 
applications board. It is Suggested that you consider building it in 
order to practice. 

However, it is not indispensable. You will learn all the basic tech- 
niques by merely reading the book. If you wish to grow from there, 
then actual practice is strongly recommended. 


Connecting Your Microprocessor to the Real World 


Connecting the microprocessor itself to the real world first involves 
building a basic microprocessor board, then connecting it to actual de- 
vices. Both hardware and software interfaces will be required to con- 
nect actual devices to the board. This book will present in detail both 
the hardware components and the programs required for the most 
commonly used devices. In order to design industrial programs nor- 
mally involving expensive devices such as traffic signals, simulated 
devices will be used on the applications board, using LED’s for exam- 
ple. If the program were to be applied to a real traffic system, only the 
interface hardware would usually be changed. The program would re- 
main essentially identical. The skills you will learn are, therefore, ap- 
plicable to real life situations. 


The Pedagogy 


When reading this book, you will usually “learn by doing.” 
Fach program will be presented in detail: its purpose, its flow-chart, 
the hardware interface, the devices, the program itself, and the com- 
plete analysis of the techniques used. Each chapter is essentially self- 
contained. For example it is not necessary that you understand all the 
PIO features of Chapter 2 to read Chapter 3. However, sequential read- 
ing is recommended for a complete understanding. The contents of 
Chapter 2 introduce all the usual parallel I/O chips used in a 6502 
system, from the 6520 to the 6532. Since all existing 6502 boards to 
date use these standard chips, this chapter should be read by all those 
who are not familiar with them. 
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Chapter Three presents the “Standard 6502 Board’’, and some well- 
known variations: KIM, SYM, AIM65 (others exist). Most examples 
presented in the book will run directly on a SYM, and with РЕР 
changes, оп а КІМ, or other boards. 

Chapter Four introduces the basic application techniques for con- 
necting simple devices: relays, switches, speaker. The first applica- 
tions board will be used for applications ranging from a Morse gen- 
erator to a telephone dialer. 

Chapter Five presents more complex home and industrial applica- 
tions. The second applications board will be used for applications 
ranging from simulated traffic control and analog-to-digital conver- 
sion to a complete home burglar alarm or an electronic piano. 

In Chapter Six actual low-cost peripherals are connected to a micro- 
computer board: from paper-tape-reader to keyboard and printer. 

Finally, a summary and synthesis are presented in Chapter Seven. 


You will also find in Appendix A a complete assembler for the 6502, 
written in BASIC, to facilitate your development of complex programs 
requiring an assembler. 

You will find on the next page a Standard Programming Form de- 
signed to facilitate writing your 6502 programs. 
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СНАРТЕК 2 


THE INPUT 
OUTPUT CHIPS 


INTRODUCTION 


In this book, we will connect a variety of input-output devices to a 
6502 board in order to realize practical microcomputer applications. It 
is therefore essential to understand the input-output resources of a 
6502 system. The reader who is not familiar with the basic terms or 
with the basic techniques (such as ‘‘polling’’) is encouraged to review 
them in the previous volume of this series, reference C202 (Program- 
ming the 6502). 

In this chapter, we will review systematically the parallel input- 
output chips used on nearly every 6502 board to provide the required 
input-output facilities. It is indispensable to understand at least how a 
“PIO,” such as a 6522 works, before proceeding to the application 
chapters. The exact details of the timer operation or other exotic 
resources (such as a shifter) are not essential in a first reading and 
could be skipped. Also, the exact details and formats of the various 
registers inside the 6520, 6522, 6530, and 6532 are not important to 
memorize. They are provided here as a reference for the following 
chapters. 

It is therefore suggested that you read carefully at least one of the 
sections on a PIO such as the 6520 or the 6522, without trying to 
remember all the details, but focussing on the way they operate. Nearly 
every application will make use of a PIO, i.e. of one of the chips 
presented in this section. 
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In addition to these chips, most microcomputer boards will provide 
some other specialized input-output interfaces, such as a cassette in- 
terface or a CRT interface. The interested reader is referred to the 
manufacturer’s literature or to the reference book C207 (‘‘Micro- 
processor Interfacing Techniques’’) for details on these specific 
interfaces. 


BASIC DEFINITIONS 


This section is a reminder of the terms we will use in this chapter. 

The three essentiai input-output facilities on nearly every micro- 
computer board, are the “PIO,” the “UART,” and the “timer. Let 
us examine them: 


CAI 
СА2 


DATA BUS (TO а) PORTA 


REGISTER С 5 PORTB 
SELECT 
IRQA CB2 
ROB CBI 
Fig. 2-1: Typical PIO 
The PIO 


The “PIO” or “parallel input-output chip," is a component which 
provides at least two parallel eight-bit ports. In a PIO, the use of 
each line of each port is usually programmable in direction. The direc- 
tion of each line is usually determined by the contents of a “data- 
direction register’’ associated with each port. Whenever a specific bit 
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of the data direction register is “0”, for example, the corresponding 
line on the port will be an input. Prior to using the PIO, the program- 
mer will first have to load the contents of the data-direction register of 
each port, in order to define in which direction the lines will be used. 
Specific additional constraints may be imposed by manufacturer such 
as restricting lines to be programmable in direction in groups of four, 
or else assigning special functions to some bit positions such as bit six 
and bit seven. Some of these restrictions will be encountered in the 
chips presented in this chapter. The internal block diagram of the 
“standard РІО” is shown in Fig 2-1. The two buffers for port A and 
port B appear on the right of the illustration. The data-direction regis- 
ter associated with each port appears to the left of these buffers. Addi- 
tionally, two control registers are provided in this simplified diagram. 
The control register is required to specify the function of the control 
signals which are provided by this PIO. In particular, it must deter- 
mine and control the **hand-shaking" procedure, and whether the 
control signals will trigger flags or interrupts, and also whether a low- 
to-high transition, or a high-to-low transition, should be used for ex- 
ample. Typically, the programmer will have to specify the contents of 
the control register prior to making any use of the control lines sup- 
plied by the component. Also the programmer will look up the con- 
tents of the control register to determine whether an internal interrupt 
or other special condition has been detected (status information). 

In addition to the two data ports, a PIO should also supply control 
lines to allow automated hand-shaking with a peripheral. These con- 
trol lines are shown on the right side of the standard PIO of Fig 2-1, 
and are labeled respectively CA1, CA2 for port A, and СВІ, CB2 for 
port B. 


As an example of a hand-shaking procedure, the external peripheral 
might supply a “DATA READY” signal on СА1. Тһе microproces- 
sor would then respond with а “DATA REQUEST” signal on CA2. 
Additionally, when a “data ready’’ signal is received on CAI, it should 
be flagged in the control register, and an interrupt request might be 
generated externally in order to alert the 6502 to this event. This is a 
typical simple example of the control sequence required for effective 
hand-shaking. Much of this procedure is automated inside the stan- 
dard PIO, and the options are defined by the contents of the control 
register. The specific details will be presented for each of the PIO's we 
will describe, beginning on page 20. 
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The Timer 


A basic requirement in most practical applications is the ability to 
generate specific delays. Delays can be measured by software tech- 
niques or else by hardware timers. As long as no interrupts are used in 
the system, delays can usually be generated conveniently by software 
loops (see reference C202 for details). However, in more complex 
situations, or in situations where interrupts may occur, it is desirable 
to use one or more external hardware timers to generate or measure 
fixed delays. 


Using the Timer on Output 


In its simplest form, a hardware timer is a counter equipped with a 
register (8 bits or 16 bits). When used in output mode, the timer’s 
register is loaded with a given value by the program. It is then given a 
“во ahead” signal and it starts counting. Most timers will use the 
system clock, but not necessarily (usually a one MHz clock=one- 
microsecond pulses). The number placed in the counter’s register will 
be decremented by one for every successive clock pulse. If the value 
placed in the register was N, the contents of the counter will have 
decremented to zero after N pulses, that is after N microseconds, 
assuming one-microsecond pulses. Whenever the counter decrements 
to zero, a signal will be generated which will set a status flag in the timer 
chip and/or generate an external interrupt. Depending on the preci- 
sion required, the program will either poll timer devices or else accept 
interrupts. Typical programs will be presented in this chapter. 

If the timer were equipped with a single 8-bit register, it could count 
only from one to 256. The maximum delay would only be 256 micro- 
seconds with a standard clock. This delay is too short for most appli- 
cations. Naturally, it would be possible to use the interrupt generated 
at the end of the 256 microseconds to update a memory location, then 
test whether this memory location had reached a specific value. 
However, this would result in inaccurate time measurement and a 
somewhat cumbersome process. Therefore, a timer which is equipped 
with an 8-bit register would be insufficient. Two techniques are 
used to overcome this limitation. Conceptually, the simpplest one 
is to use a 16-bit register for the counter. The counter may then 
count from 1 to 64K, i.e., from one microsecond to 65,536 micro- 
seconds or approximately 65 milliseconds. This is indeed sufficient for 
most applications. However, this technique requires that the timer be 
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loaded in at least two operations, since the data-bus is only 8-bit wide. 
First, the program must load one half of the register, then it must 
load the other half, an inconvenience. 

The other technique to generate delays over a wide range is to use 
internal divide circuits within the timer. Such a timer will then appear 
to the programmer as a device equipped with perhaps four registers. 
For example, if the first register is used, then the delay generated will 
be expressed in clock units (1 microsecond typical). If the second 
register is used, then the delay unit will be 8 times the clock cycle; in 
the third one the timing unit will be 64 times the clock cycle, and in the 
next one the timing will be 1,024 times the clock cycle (or approximately 
one millisecond, assuming a 1 MHz clock). This approach is somewhat 
more convenient to the programmer and offers the possibility of load- 
ing the timer in a single operation, yet using it over a wide range. How- 
ever, the internal complexity of the device is increased. 


Using the Timer On Input 


A timer may be used on input to measure the duration of an exter- 
nal pulse, or else the time elapsed between two successive pulses. In 
this case, the initial contents of the timer counter are zero and the 
counter will increment its internal register with each timing interval. 
Once the delay has been measured, a flag will be set by the device or 
else an external interrupt may be generated, and the program will be 
responsible for reading the contents of the counter register which in- 
dicate the external event duration. 


Pulse Trains 


A timer may be used not only to generate or measure a pulse, but also 
to generate or count a train of pulses. Whenever a delay is generated or 
measured for a pulse, the timer mode is usually called a ‘one-shot? 
mode. When a train of pulses is generated, it is often called a 
“free-running” mode. Additionally, a number of options can be pro- 
vided to specify whether a high-to-low transition or else a low-to-high 
transition of the signal should be used to activate or stop the timer, or 
else whether levels should be considered rather than pulses. Addi- 
tionally, the timing and logical value of interrupt flags can be 
specified. Further, the conditions under which the internal status is set 
and reset are usually programmable. Because of the large number of 
possible variations, each timer device tends to have a strong personal- 
ity and needs to be studied in detail before being used. 
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The UART 


“UART” stands for “Universal Asynchronous Receiver Trans- 
ceiver.” The essential function of the UART is to perform serial-to- 
parallel, and parallel-to-serial conversions. Additionally, the standard 
UART provides a number of options usually required for serial com- 
munications with external devices such as parity (checking, inhibition 
or generation) and start and stop bits. The conversion is performed by 
an internal shifter. Such a shifter may also be incorporated in some 
input-output chips. 


Actual 6502 Input-Output Devices 


Virtually every 6502-based board will require at least 2 PIO's and 
one timer. These functions will be typically provided by a combination 
of 6520 and 6530 chips or by a combination of 6522 and 6532 chips. 
The 6520 and 6530, which will be described below, are the original 
input-output chips which were introduced by MOS Technology. The 
6502 is now manufactured by several other manufacturers, such as 
Synertek and Rockwell, and additional support chips have been intro- 
duced, such as the 6522 and the 6532. Still other support chips will 
probably be introduced in the future. 

At this time, however, the most important chips are the 6520, the 
6530, the 6522, and the 6532. These four essential input-output chips 
will be described now. 


register 
selec) 


——> CB2 
CONTROL (B) 
——— CB! 


Fig 2-2: The 6520 PIA 
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ТНЕ 6520 (РІА) 


The 6520 is almost a pure “РІО,” as we have defined it. it has been 
designed as a pin-for-pin replacement for the Motorola M6820, and 
has been called by the manufacturer a “peripheral interface adapter" 
or “РТА.” The signals of the 6520 are shown on Fig 2-2. Its internal ar- 
chitecture is shown in Fig 2-3. 

Referring to Fig 2-3, it can be seen that this device provides two 
parallel input-output ports, port A and port B. Each port is equipped 
with a buffer. However, the two ports are not quite identical, and the 
buffer really works only as an output buffer, not as an input one. A 
data-direction register (“DDR”) is available for each port, and 
specifies the direction of each line of the port. A value “0” in this 
DDR specifies an input, and a value “1” specifies an output. The 
choice of conventions stems from a safety consideration: whenever a 
*RESET"' is applied, the contents of all registers will be zeroed and 


Fig 2-3: 6520 Internal Architecture 
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the data-direction register will become all zeroes. As a result, all lines 
will be configured as inputs: this is the safe way to start a system. No 
external pulse can be generated until the program has started execu- 
tion. 

Additionally, each port is equipped with two registers, the control 
register and the output register. The data sent by the 6502 to the 
device are gated to the output register (ORA) of the specified port, 
where they are held. The function of the control register (CRA) will 
be explained below. It specifies the role of various control options 
and contains status information for each port. 

Finally, each port is equipped with two external control lines, la- 
beled CA1, and CA2 for port A. CAI is a monodirectional line from the 
device to the 6520. CA2 is a bidirectional line, which may be used 
either as an input or an output. 

The two ports are logically equivalent and symmetrical, as indicated 
on Fig 2-3. However, practical differences exist. In particular, the 
drive capability of port B is superior to port A, and the role of the con- 
trol signals is not completely symmetrical. 

Looking now at the left of Fig 2-3, or at Fig 2-2, the data bus con- 
песі the internal buffer of the 6520 to the system data bus. Two in- 
terrupt requests may be generated by the device, if so specified by the 
contents of the control registers for port A and B; they are respectively 
IRQA and IRQB. Finally, three chip-select inputs must be specified 
for the device, and are labeled CS1, CS2, and CS3. This design was 
used by Motorola in order to allow the convenient direct connection 
of up to 8 separate devices to the data bus, without the necessity of an 
external address decoder. In practice, the high number of chip-select 
inputs on the chip may have resulted in a disadvantage which will be 
Pointed out below (one register-select missing). Two register-select in- 
puts are provided, and connected to the address bus. They are labeled 
RSO and RS1. This means that the 6520 device appears to the pro- 
grammer as four memory locations. This may seem surprising since 
we have just determined (see F ig 2-3) that there are four registers per 
port, i.e. a total of eight registers. How can one address 8 registers with 
only 4 addresses? This is a problem brought about by the pin number 
limitation of the device. One bit of the control-register, bit 2, is used 
to multiplex between the two sets of registers. When bit 2 of the con- 
trol register is equal to “0,” the data-direction for that port is selected. 
When it is “1,” the peripheral-interface buffer is selected. 

Finally, three more control lines are available: ‘‘R/W’’ (read or 
write), “епаМе” (usually phase two of the clock), and finally ‘‘reset.’’ 
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passive pull-up resistor 
1.6 m А зіпк = ! TTL load 


resistor pull-up 
1 TTL load 


Fig. 2-4: Buffer A 


+5V +5V 


output 
“|” may not bez 2.4V 


ecurrent drive: 

no pull-up. 1 mA sink at 1.5V 
high-Z input. *output is high impedance 
when lines are “input” 


Fig. 2-5: Buffer B 


Differences between Port A and Port B 


Port A and port B, even though they are logically equivalent, are 
physically dissimilar. The buffers of port A use passive pull-ups. They 
can sink 1.6 mA, making the buffers capable of driving a standard 
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TTL load. On рогі В, the buffers are push-pull devices (see Fig 2-4 
апа 2-5). Since they are active devices, the logic “17 voltage may not 
be higher than 2.4 volts (versus Vp» in the case of port A). However 
they have a superior current drive (1тА at 1.5у), so that they can be 
directly connected to LED’s, or to Darlington transistor switches. 
Finally, when port B is used as input, the output buffer enters a high- 
impedance mode, so that the input will have a high impedance (more 
than one Megohm). The details of the port A buffer are shown on 
Fig 2-4, and the details of the port B buffer are shown on Fig 2-5. 


Fig. 2-6: 6520 Memory Map 


The Internal Registers 


Let us consider now in more detail the specific resources and 
peculiarities of the 6520. First, as we have already noted, the 6520 is 
equipped with 6 internal registers: the two buffers (which share the 
address of the output register), the two data direction registers, and 
the two control registers. However, because of the pin number limita- 
tion, only two register-select pins are available on the device, called 
respectively RSO and RS1. The resulting 6520 memory map is shown 
on Fig 2-6. It shows that registers DDRA and IORA for example, 
Share the same logical memory address. The control-register is 
addressed independently. The 6520 differentiates internally between 
the DDRA and the IORA by the value of bit 2 of the control register. 
The register selection is presented on Fig 2-7. Whenever bit 2 of the 
control register is “0,” the DDR is selected. Whenever it is “1,” the 
IO register or buffer-register, is selected. The control register is the on- 
ly register which can be addressed directly by RSO and RSI since it is 
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logically necessary to specify the contents of this control register prior 
to accessing the other registers. 


—. СВА-2 | CRB-2 | REGISTER SELECTED 


BUFFER А 


BUFFER В 


DDRB 


Fig. 2-7: 6520 Register Selection 


This scheme implies that the initialization of this device is somewhat 
more complex than it should be, and that, if the program should need 
to access successively the DDRA and the IORA, additional instruc- 
tions must be inserted to modify the contents of bit 2 of the CRA 
every time. This is indeed inconvenient. 


The Control Register 


The contents of the control register are shown on Fig 2-8. It has al- 
ready been pointed out that bit 2 of this register performs a special 
function: it differentiates between the DDR and the IOR register for 
that port. The other bits within the register provide control options for 
the two control lines available on each port, and 2 bits are reserved for 
status or interrupt information. The control register А functions are 
controlled by bits 3, 4, and 5 and are shown on Fig 2-9. 


7 ó 5 4 3 2 1 0 


IRQ2 CA/B2 control DDRA/B СА/В1 
select control 


Fig. 2-8: 6520 Control Registers 
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MODE EFFECT 


Handshake 
оп read 


еСАТ interrupt input transi- 
tion sets CA2 high. 

Реса Port A instruction 
sets CA2 low. 


Pulse output| eRead Port A data sets CA2 
low for one cycle (— 


CRA BIT 
5 4 3 
acknowledge to device). 


Manual [sets CA2 low 
Output 


] 1 1 Manual [sets CA2 high 
Output 


Fig. 2-9: 6520 CA2 Control 


Handshake | ®CB) interrupt input transi- 
on write | tion sets CB2 high. 

*Write Port B data sets 

CB2 low. 


e Write Рогі B data sets CB2 


CRB BIT MODE EFFECT 
5 4 3 
low for one cycle (= 


acknowledge to device ). 


Manual sets CB2 low 
Output 
Manual sets CB2 high 
Output 


Fig. 2-10: 6520 CB2 Control 


Pulse Output 


The functions of the two control lines of port B are controlled by 
bits 3, 4, and 5 of its control register and shown on Fig 2-10. Bits 0 and 
| provide interrupt control for the CA1 and СВ1 inputs. They are 
shown on Fig 2-11. 
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© г" ACTIVE TRANSITION] IRQ OUTPUT 
OF INPUT SIGNAL 
disoble (high) 


enoble (will go low 
when CRA bit 7 set 
by СА1/СВЇ 
transition) 
disable (high) 


enable (as above) 


negative 


negative 


positive 


positive 


Fig 2-11: interrupt Control (СА 1, СВТ Inputs) 


Using the 6520 


After a “Reset” has been applied, the contents of all the registers 
will be zero. The 6520 must, therefore, first be initialized to specify the 
input and output configurations on both its ports. The control op- 
tions of the control register must also be specified and the 6520 should 
normally be left with а ““1”” in bit position 2 of the control register, so 
that the IOR register can be accessed directly by the 6502. 

A typical sequence is: 


LDA #$0F “00001111” = 4 INPUTS, 4 
OUTPUTS . 
STA РОКА CONFIGURE DIRECTION 


LDA #CONTROL CONTROL OPTIONS: 
ВІТ 2-1 TO ADDRESS 
IORA 

STA СКА 


INPUT-OUTPUT 


Sending data out on port A would be accomplished by the following 
two intructions (assuming CRA-bit 2 =‘‘1’’): 


LDA  4DATA OR ELSE LDA $20 (FROM 
MEMORY) 
STA ІОВА 
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Reading an input connected to the 6520 is accomplished by: 


LDA IORA 
STA $20 SAVE IT IN MEMORY 


We are saving here the contents of the accumulator immediately in 
memory location 20 (hexadecimal). However, this line is not indispen- 
sable. In many cases, we will simply read the contents of IORA in the 
accumulator and then perhaps check their value but not necessarily 
store them. 


6520 Warnings 


In addition to the dissimilarities between port A and port B, some 
specific features of the control functions should be remembered. In 
particular, bits 6 and 7 are cleared on A or B if 6 is input and if read- 
ing. Also, to clear bit 7, one reads port B data. The CB2 handshake, 
unlike the CA2 handshake, is for writing B data (CA2 operates for 
read or write). Finally, bit 6 or 7 may cause an interrupt. 


Polling the 6520's 


The simplest way to poll several 6520's is to check the status of bits 
6 and 7 of the control register. When both bits 6 and 7 are “0,” the de- 
vice does not require any service. If either bit is “1,” an internal inter- 
rupt has been generated, and service is required. 


Technique 1 


In order to identify quickly which one of four devices has requested 
service, a sequential table access technique may be used, provided the 
addresses of the 4 devices are sequential in the memory. Address n will 
be allocated to СЕДІ, address п + 1 to СЕВІ, address n + 2 to 
СКА, address n + 3 іо CRB3, etc. The program can then make use 
of the indexed indirect addressing feature and is shown below: 


START LDX #8 INDEX 
NEXT ГРА (BASE-1,X) ACCESS NEXT CR 
BMI SERVICE IRQ ON? 
DEX X-X-1 
BEQ START 
BNE NEXT 
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ВАЗЕ -WORD CRA 1 РІО #1 PORTA 


-WORD CRB 1 PORT B 
-WORD СКА 2 РІО #2 PORTA 
-WORD CRB 2 PORT A 
-WORD СКА 3 РІО #3 PORTA 
-WORD CRB 3 PORT B 
-WORD CRA4 PIO #4 PORTA 
-WORD CRB 4 PORT B 


Fig. 2-12: identifying the PIO 


Index register X is set to the initial value “8” and will be successively 
decremented by 1, every time we go through the polling loop. The 
accumulator is loaded with the contents of the last enrty in the table 
first: 


LDA  (BASE-1, X) 


If bit 7 was set (bit 7 is the sign bit or **N"' flag), a branch will occur to 
the service routine: 


BMI SERVICE 
If the N flag was not set, X is decremented, and the next CR is checked: 


DEX 
BEQ START RESTART IF X -0 
BNE NEXT GOON IF X IS МОТО 


Improvement: would switching the last two instructions speed up the 
program? 


Technique 2 


Within each CRA, two status bits must be checked: bits 6 and 7. 
The “ВІТ” instruction of the 6502 has been created for this specific 
purpose. It is a nondestructive comparison which will check the con- 
tents of bits 6 and 7. The program for polling the 6520’s appears on 
Fig 2-13. | 

ВІТ СКА 
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BMI  IRQA7 
ВУС  NOTAI 


IRQA6 A2 IRQ FOUND (Bit 6) 


IRQA7 pass АІ IRQ FOUND (ВІТ 7) 


NOTAI BIT CRB SAME FOR PORT В 


BMI  IRQB7 
ВУС МЕХТ2 
IRQB6 ... B2 IRQ FOUND (BIT 6) 
IRQB7 > B1 IRQ FOUND (BIT 7) 
NEXT 2 BIT... NEXT 6520 


Fig. 2-13: Identifying the Ports 


The “ВІТ” instruction is used to test whether either bits 6 or 7 are a 
“1”, This is performed by: 


BIT CRA 


We must then test whether bit 6 or 7 was set іо “1.” The BIT 
instruction sets V flag and the N flag, so that these two flags can now 
be tested; 


BMI  IRQA7 BIT7 = 1 
BVC NOTAI NO INTERRUPT FOUND 


If none of the flags were set, a branch will occur to NOT A1, where 
the CRB will be checked. Bit 7 is tested with the BMI instruction. If 
bit 7 was one, the sign bit N will have been set, and the routine at 
address IRQA7 will be executed. 

Otherwise, bit 6 was the bit that was set and the routine at address 
IRQA6, following the BMI, will be executed. 

This sequence can be executed for any number of 652075. Note that 
this procedure gives higher priority to A7 than A6. 
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Fig 2-14: 6522 Internal Architecture 


THE 6522 


The 6522, introduced by MOS Technology, and also manufactured 
by Rockwell International and Synertek, is the successor device to the 6520. 
` The 6522 chip, called the VIA (Versatile Interface Adapter), is a 
PIO-timer-shifter combination. It is equipped internally with 16 regis- 
ters which are shown on Fig 2-14. The corresponding memory map is 
on Fig 2-15. 
Four sets of registers can be distinguished as to their function: 


. The PIO registers (addresses 0 through 3, plus address F). 
The timer registers (two timers, addresses 4 through 9. 

. The shift register (address A). 

The control registers (addresses B through E). 


£ Ç N س‎ 


These four sets will now be examined in detail to explain the capa- 
bilities of the 6522. 
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00 ORB (PBO TO PB7) О data, port А 
01 ОКА (PAO TO PA7) used for control-affects handshake. 
02 DDR В dato direction 
registers 
` 03 
04 counter-low 
05 counter-high 
timer ] 
06 latch-low 
07 latch-high 
latch-low 
08 counter-low 
timer 2 
09 counter-high 
OA shift register 
| function 
oc R (CA1,CA2,CB2,CB1) peripherol ош 
OF output register А 
(does not affect handshake) 


Fig. 2-15: 6522 VIA Memory Map 


oo ORB 
+ 
01 ОКА hondahoke PARALLEL 


з 

ы С арала КІ. | 77 
с "кыне ит 
% 

ов нана а н EE 


24 TIMER T2 
Oo 
+clearT2iniFiog(w) 7 _  — 
ОА SHIFT 
OB 
oc 

CONTROL 
00 
o£ — — — — 
oF | _nohondshoke | ЛЫ 


Fig. 2-16: 6522 Registers 
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The PIO Section 


The PIO Section provides two 8-bit bidirectional ports. Each port is 
equipped with an input/output register. They are called respectively 
ORA and ORB for port A and port B. They are shown on Fig 2-14. 
Each register is associated with a direction register, respectively DDRA 
AND DDRB. Whenever the corresponding bit of the data direction 
register is set to ““1”” the line connected to the OR will be an output. 
Whenever the data direction bit is ‘‘0’’, the corresponding line will be 
an input. The polarity has been chosen so that all lines are iniput when 
a ‘‘reset’’ is applied. 

There is an asymmetry in this PIO: Port A is equipped with two OR 
registers, with and without the handshake feature. 


Using the PIO 


Before using the PIO as input or output, the data-direction registers 
must be loaded with the proper value to configure the corresponding 
bits of the I/0 registers as input or output. As an example, let us con- 
figure here Port A as an output and Port B as an input. 


T 
т 
OUIFUT 
ORA 
PA 


INTERRUPT CONTROL 


FLAGS [IFR) 
ENABLE (JER) 


PERIPHERAL (PCR) 


UNCTON CONTROL 


RQ 


» 
INPUT LATCH 
IRB 
CTP 
PB 


RSO RS! R52 653 +5v 


Fig 2-17: Using the 6522: STA DDRA 
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DATA BUS еі. " PORT A 
> «|< deal 
за азаа 1 
x АЕ: 
5 = 


INTERRUPT CONTRO 
Pe) D CA1 
[d 
CONTROL bi СА? 
81" 


қ» Б 
ва ELT сочно 


PERIPHERAL (PCR) 


INPUT 


r 

W 

e O 

< ale > e 

> p 
ә Ole 

2 


RSO RS) RS? RSG + Sv 


Fig 2-18: Using the 6522: STA DDRB 


LDA #$FF “111111117 = OUTPUT 
STA РОКА 

ГРА #0 

STA DDRB Bis INPUT 


(see Fig 2-17 and 2-18) 
Let us now output the value **00000001"* on Port A (see Fig 2-19): 


LDA 4501 **00000001"' 
SIA ОКА 
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Р OUTPUT 
INTTRRUPT CONTRO 
СА! 
^ 
СВІ 
"UNE TE = 
PERIPHERAL (PCP 
x 
g 
« E 
24 INPUT 
ғ 2 
2 


(987 = ТЫМЕ) 


СНІР 
CONTROL 


RSO RSI #52 RSI 


Fig 2-19: Using the 6522: STA ORA 


DATA BUS 


5 
2 


RSO RS) RS? RSI + پو‎ 


Fig 2-20: Using the 6522: LDA ORB 
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Finally, let us read the value of Port B into the accumulator (see Fig 
2-20). 
LDA ORB 


Whenever using the OR registers, it is usually necessary to check a status 
signal to make sure that the device being spoken to is ready to listen or to 
transmit. This is call handshaking. The operation of the control 
signals required to implement it will be explained now. 


The Two Control Signals (Peripheral Control Register) 


Each port is equipped with two control lines, named CA1, CA2, 
and СВІ, CB2 (see Fig 2-14, on the right side). For example, before 
sesnding data to a printer device, such as a Teletype, the micro- 
processor must ascertain that the printer is not busy, and is ready 
to accept the next character. This will be accomplished by a hand- 
shaking procedure. 

Whenever the printer is no longer busy, it is ready to accept the next 
character, and it will send a pulse or a level transition to the 6522. This 
level transition, or pulse, must be detected and latched by the device, 
then tested by the program. The signal will be transmitted to one of 
the two control inputs, CA1 or СВІ. 

The 6522 allows great flexibility in specifying the nature of the signal 
coming in or out. 

It is possible to specify whether a high-to-low ( or ‘‘negative’’) tran- 
sition (a falling edge) or alow-to-high (or ‘‘positive’’) transition (a rising 
edge) will trigger the internal interrupt flag. This is specified by bitO (for 
САП and bit 4 (for СВІ) of the peripheral control register (PCR). “0” 
corresponds to the high-to-low transition, and “17” corresponds to the 


low-to-high transition (see Fig 2-21). 
7 © 5 4 3 2 1 0 
СВ2 CB) СА? СА] 
control control control control 


Fig. 2-21: Peripheral Control Register 
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7 6 5 4 3 2 ] 0 
IRQ(R 


Fig. 2-22: Interrupt Flag Enable Register (IFR ЛЕК) 


CR BIT ACTIVE TRANSITION IRQ OUTPUT 
] 0 OF INPUT SIGNAL 


disable (high) 


enable (will go low 
when CRA bit 7 set 
by CA1/CB1 
transition) 
disable (high) 


enable (as above) 


negative 


negative 


positive 


positive 


Fig. 2-23: Control Lines Function (ACR) 


Once the nature of the signal has been specified, it becomes possible 
to test it. 

Checking status: It is possible to detect whether a transition has oc- 
curred by testing the contents of bits 1 or 4 (for СА1 and СВ1 respec- 
tively) of the interrupt-flag register (IFR) (see Fig 2-22). This bit will be 
“0” as long as no signal has been received, and will become “1” once 
the appropriate transition has been detected. After reading a “1” 
status, it must be possible to reset it so that one can move on to the detec- 
tion of the next event. This will be accomplished either by writing a “1” 
into the appropriate bit position of the register, or else by reading, or 
writing, the corresponding input/output data register. 
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PCR3 PCR2 РСВ1 


CA2 Negative Edge Interrupt (IFRO/ORA Clear) 
Mode—Set CA2 interrupt flag (IFRO) on a negative 
transition of the input signal. Clear IFRO on a read or 
write of the Peripheral A Output Register (ORA) or by 
writing logic 1 into IFRO. 


CA2 Negative Edge Interrupt (IFRO Clear) Mode—Set 
IFRO on a negative transition of the CA2 input signal. 
Reading or writing ORA does not clear the CA2 interrupt 
flag. Clear IFRO by writing logic 1 into IFRO. 


CA2 Positive Edge Interrupt (IFRO/ORA Clear) Mode— 
Set CA2 interrupt flag on a positive transition of the CA2 


input signal. Clear IFRO with a read or write of the 
Peripheral A Output Register. 


CA2 Positive Edge Interrupt (IFRO Clear) Mode—Set 
IFRO on a positive transition of the CA2 input signal. 
Reading or writing ORA does not clear the CA2 interrupt 
flag. Clear IFRO by writing logic 1 into IFRO. 


CA2 Handshake Output Mode—Set CA2 output low on a 
read or write of the Peripheral A Output Register. Reset 
CA2 high with an active transition on CAI. 


CA2 Pulse Output Mode—CA2 goes low for one cycle 
following a read or write of the Peripheral A Output 
Register. 


CA2 Output Low Mode— The CA2 output is held low in 
this mode. 


CA2 Output High Mode— The CA2 output is held high in 
this mode. 


Fig. 2-24: PCR Detailed Operation (courtesy: Rockwell) 


PCR7 PCR6 PCR5 


0 0 1 


Fig. 2-25: Continued - PCR Detailed Operation 


CB2 Negative Edge Interrupt (IF3/ORB Clear) Mode—Set 
CB2 interrupt flag (IFR3) on a negative transition of the 
CB2 input signal. Clear IFR3 on a read or write of the 
Peripheral B Output Register (ORB) or by writing logic 1 
into IFR3. 


CB2 Negative Edge Interrupt (IFR3 Clear) Mode—Set 
IFR3 on a negative transition of the CB2 input signal. 
Reading or writing ORB does not clear the interrupt flag. 
Clear IFR3 by writing logic 1 into IFR3. 
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CB2 Positive Edge Interrupt (IFR3/ORB Clear) Mode— 
Set CB2 input signal. Clear the CB2 interrupt flag on a 
read or write of ORB or by writing logic 1 into IFR3. 


CB2 Positive Edge Interrupt (IFR3 Clear) Mode—Set IFR3 
on a positive transition of the CB2 input signal. Reading or 
writing ORB does not clear the CB2 interrupt flag. Clear 
IFR3 by writing logic 1 into IFR3. 


CB2 Handshake Output Mode—Set CB2 low on a write 
ORB operation. Reset CB2 high with an active transition 
of the СВІ input signal. 


CB2 Pulse Output Mode—Set CB2 low for one cycle 
following a write ORB operation. 


CB2 Manual Output Low Mode—The CB2 output is held 
low on this mode. 

CB2 Manual Output High Mode—The CB2 output is held 
high in this mode. 


ODRA ORA 


Fig. 2-26: Reading Data When Ready 


A Simple Input Example 


Let us specify a low-to-high ‘‘ready’’ transition from the peripheral, 
and an input configuration on Port A (see Fig 2-26). Whenever the data 
is ready, it will be read into the accumulator. The program is: 


LDA #0 
STA  DDRA SET INPUTS 
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ГРА #1 
STA РСЕ ~~ CAI INTERRUPT LOW-TO- ` 
HIGH 
WAIT LDA IFR READ INT FLAGS 
AND #$02 00000010 MASK BIT 1 
FOR CAI 


BEQ WAIT READY? 
LDA ORA  READDATA IN 


Improvement: Can you modify the two instructions “LDA IFR AND #$02” to 
improve efficiency? 


PB РА 


SHIFT REGISTER LATCH | LATCH 
CONTROL ENABLE |ENABLE 


Fig. 2-27: 6522 - Auxiliary Control Register 


Latching the Input/Output 


The input and output of the 6522 are not symmetrical. Outputs are 
always latched. This is why the input/output register is called OR (out- 
put register). Inputs are not necessarily latched. This is specified by bits 
“0” and “1” (respectively рогі A and рогі В) of the auxiliary control 
register (ACR). Whenever these bits are “0,” no latching oc- 
curs on input. Whenever these bits are set to “1,” the inputs are latched 
(see Fig 2-27). When an input is not latched, the program is actually 
reading the value of the input lines connected to the port it is reading. 
When the inputs are latched, the latch is enabled by the active transi- 
tion of CA1 or СВІ, depending on the port used. The value is then 
Preserved in the latch register until the next pulse is received on the 
control line. Danger: on output, the program reads the latch controls, 
which may or may not be the Same as the contents of OR. 


Sending a Control Signal Out 


CA2 or CB2 are used to provide a control strobe (see Fig 2-14). 
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Since these lines are bidirectional, they must be configured for output 
by setting the peripheral control register bit 3 or 7 respectively (for A2 
or B2) (see Fig 2-24). 

The nature of the signal can be specified to be either a level or a 
pulse. **0"' in bits 2 or 6 respectively (for A or В) corresponds to а 
pulse. **1" corresponds to а level. Whenever a level is specified, it is 
possible to specify either a positive value or a negative value. This is 
accomplished by setting or clearing bits 1 and 5 respectively (for A2 
and B2) (see Fig 2-24). 

Finally, when a pulse is generated, its duration can be controlled 
with bits 1 and 5 (respectively for A2 and B2) of the control register. 
Whenever the bit is set to ‘‘0,’’ a single cycle strobe will be generated. 
Whenever this bit is set to ‘‘1,’’ an output pulse will be generated, 
which will remain low from the time the OR register is accessed (read 
or write) until the next signal transition on CAI ог СВІ. 


Summary of Control Output 


A pulse of virtually any duration and polarity can be specified. It 
сап be used to poll. an external device (interrogate it), to acknowledge 
a data transfer, to move on to another device connected to the same 
line, or to control the state of the device (on, off, or other option). 

A summary of the peripheral control register bits is shown on Fig 
2-21, and the details are shown on Fig 2-24 and 2-25. 


control 


Fig. 2-28: Interrupt Registers 


Interrupts 


Interrupts are controlled by two registers, the interrupt. enable reg- 
ister (IER), and the interrupt flag register (IFR). The registers are 
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shown оп Fig 2-28. They share the same memory address. One is an 
input register, the other an output register. 

The interrupt flag register IFR is an input register. Each bit position 
from Oto will be set whenever an interrupt is detected on any of the 
external lines (СА1, СА2, CB1, CB2), on the shift register (SR), on 
any of the two timers (Т1 and T2). Bit 7 is set whenever any other bit is 
set in the register. 

The interrupt enable register (IER) will enable or disable interrupts 
from any of the sources. The bit positions in IER match the ones of 
IFR (see Fig 2-28). Whenever a bit position is “0,” the corresponding 
interrupt is disabled and will not be sent. Whenever it is “‘1,’’ it is en- 
_ abled, and if an interrupt occurs, it will be recorded. It becomes then 


` ` possible for the program to read the contents of the IFR register and - 


test any relevant bit to determine whether an interrupt has occurred. 
In order to set or clear conveniently any of the IER bits, bit position 7 
of IER is used in conjunction with a read or write signal and the con- 
tents of the data bus are then copied into the IER register. If IER bit 7 
is “0”, each “17 will clear an enable flag. If bit 7 is “1”, each “1” 
written into IER will set an enable. 


Example: Let us enable CA1 and CA2 interrupts, and disable all 
others (see Fig 2-28): 


LDA #$7C “01111100” = CLEAR BITS 


2 TO 6 

STA IER 

ГРА #$83 '*10000011" = ENABLE BITS 
0 AND 1 

5ТА ТЕК 


Exercise 2-1: Write a program to enable СВІ in terrupts, and disable 
others. 


Exercise 2-2: Disable СВІ and CB2, leaving others unchanged. 
Identifying the Interrupt 

Whenever several interrupts can occur simultaneously, i.e., when- 
ever several bits of the IFR are used, the program will have to check 


the contents of IFR and determine which interrupt has occurred. The 
order in which it checks these bits will determine the priority of the 


42 


THE INPUT OUTPUT CHIPS 


corresponding interrupt. For example, if an interrupt from Т1 has 
highest priority, then this is the bit which should be checked first. The 
simplest way to check the contents of IFR is to shift its contents right 
or left by one position and check the value of the bit which falls off 
(into the Carry bit) by testing the carry bit. This technique assigns pri- 
orities in a right-to-left or left-to-right manner to the signals of Fig 
2-28. 


Exercise 2-3: Look at Fig 2-28. List the devices іп order of effective 
priority, assuming that the contents of IFR are shifted left by the poll- 
ing program. 


- ^ Naturally it is also possible to check for combinations of interrupts E 
by checking the values of specific bits in the ТЕК register. For more 
details on interrupts and polling, refer to Chapter 3 of ref. C202. 


The Timers 


The 6522 is equipped with two interval timers. These timers can be 
used as inputs or as outputs. 

When used as an output, a timer may generate either an output sig- 
nal or a train of pulses. 

When used as an input, a timer will measure the duration of a pulse, 
or else will count the number of pulses received. When generating or 
reading a pulse of set duration, the timer is said to be in **one-shot"' 
mode. Either timer 1 or timer 2 of the 6522 can be used in this manner. 

When used to generate or to count a continuous train of pulses, the 
timer is said to be in a “free-running mode.” Only timer 1 may be used 
in this manner. 

Prior to using any timer in output mode, its counter register must be 
loaded with a value: when generating pulses, the counter will either 
contain the number of clock pulses to be generated, or the duration of 
the pulse. 

When using the timer on input, its register must be cleared. When 
counting pulses, it will contain the number of pulses so far. When 
sensing a pulse, it will contain its duration. 


Timer 1 versus Timer 2 


Timer 2 may be used on input to count pulses applied to PB6 of 
IORB (see Fig 2-14). When used on output, it can only generate a 
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pulse of set duration on PB6. It cannot generate a train of pulses. 
Either one of these two modes is selected by bit 5 of the auxiliary con- 
trol register (ACR) (see Fig 2-27). “0” corresponds to the one-shot 
mode, and “17” to the pulse-counting mode. 


ACR 


0 ONESHOT MODE 
Y FREE RUNNING MODE 


0 OUTPUT ТО PB? DISABLED 
1: OUTPUT ТО PB7 ENABLED 


Fig 2-29: 6522: Auxiliary Control Register Controls Т1 Modes 


Timer І is different from Timer 2 and offers additional possibilities. 
It has four operating modes which are shown on Fig 2-29. It can be 
used either in one-shot mode or in free-running mode. Additionally, it 
may either enable or disable an output on PB7. The mode is specified 
by bit 6 of the auxiliary control register. It is “0” for one-shot opera- 
tion and “1” for free-running mode. 

Bit 7 specifies whether PB7 is enabled or disabled. When ‘‘0,’’ PB7 
is disables, when “1,” PB7 is enabled (see Fig 2-30). 

FREE RUN 


MODE 
ENABLE 
0 Generate time out INT when ТІ loaded 
(ONE-SHOT) PB7 disabled. 


Generate continuous INT 
PB7 disabled. 


ACR 7 


OUTPUT 
ENABLE 


ACR6 


| 
(FREE RUN) 


0 Generate INT and output pulse оп PB7 everytime 
(ONE-SHOT) Т1 is loaded. 
=one-shot and programmable width pulse. 
] Generate continuous INT and square wave 
(FREE RUN) | output on PB7. 


Fig. 2-30: 6522 - Auxiliary Control Register Selects 
Timer 1 Operating Modes 
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Loading the Counters 


Each timer uses a 16-bit counter. The low part must be loaded first 
and the high part must be loaded next. Loading the high part of the 
counter automatically clears the timer interrupt flag and starts the 
timer running. Timer 1 is also equipped with a true 16-bit latch, while 
Timer 2 is not. This enables Timer 1 to operate continuously, in ‘‘free- 
running" mode; the latch is automatically transferred to the counter 
when the counter reaches zero. For Timer 1, the values of the latches 
may be read or written without affecting the counters. This is used to 
generate waveforms of arbitrary complexity. 

The details of timer addressing are shown on Fig 2-31. 


ADDRESS WRITE READ 
TIL-L TIC-L/ 
+ clear T! int flag 


| --05 ин + TIC-H TIC-H 
+ TI L-L =T1C-L 
TIMER 1 + clear ТІ int flag 


-.07 ШЕ т-н 
+ clear ТІ int flag 


T2L-L T2C-C 
+ clear T2 int flag 
i БЕ 


Т2С-Н Т2С-Н 
Fig. 2-31: Timer Addressing 


T2L-L » T2CL 
+ clear T2 int flag 


Real Duration 


The actual waveform from Timer 1 is shown on Fig 2-32. Note that 
the real duration is the value of the count (‘‘N’’) plus 2, or the value of 
the count plus 1.5. In order to obtain a more exact timing, the user 
should therefore load in the counter register the desired number of 
periods minus 2. 
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і —N + 1.5 cycles — > + 2 cycles———ən 


Fig. 2-32: Timer 1 in Free Running Mode 


The Shift Register 


The shift register is provided for serial-to-parallel or parallel-to- 
serial conversion. The shifting speed can be controlled by three time 
sources: Timer 2, Phase 2 of the clock (Ф2), and an external clock. The 
external timing source is specified by bits 2 and 3 of the auxiliary con- 
trol register (see Fig 2-27). Bit 4 of the auxiliary control register speci- 
fies input or output. The complete table showing the function of these 
bits appears on Fig 2-33. 


ACR3 | ACR2 Mode 

NN Shift register disabled. 

NN Shift in under control of Timer 2. 

EN Shift in under control of 22 pulses. 

WE Shift in under control of external clock pulses. 
КИ Free-running output at rate determined by Timer 2. 
Ки Shift out under control of Timer 2. 

КН Shift out under control of the 82 pulses. 
ЖЕ 


Shift out under control of external clock pulses. 


Fig. 2-33 Shift Register Control 


On output, the user will load the shift register. This will automati- 
cally start the timing and shifting process. Whenever 8 bits will have 
been shifted out of the register, the interrupt flag (bit 2 of the interrupt 
flag register) will be set automatically. It can then be tested by the 
program. 
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On input, the shift register must be initialized to some value such as 
“0” in order to start the timing process. It will then start capturing 
bits at the frequency of the specified timing source, such as timer 2, 
phase 2 of the clock, or an external clock, as specified by bits 2, 3, 4 of 
the ACR. Whenever 8 bits have been accumulated, the corresponding 
interrupt flag of IFR will be triggered. The program will deposit a 
value such as “0” in the SR, then test continuously the value of IFR 
bit 2. Whenever an interrupt is detected, the shift is complete. The 
shift register should then be disabled by zeroing bits 2, 3, 4 of ACR, 
while the program is storing data away. Naturally if data is coming in 
continuously, the shift register will not be disabled and the program 
should “соте back’’ quickly enough not to lose data. 


PROGRAMMING THE 6522 


The 6522 is a combination PIO, timer, and shifter. The basic input- 
output operations on the PIO are performed essentially as on the 
6520, except that the registers may be selected directly and that one 
does not need to switch bit 2 of the control register to differentiate be- 
tween them. This leads to simpler and shorter programming. How- 
ever, the control facilities provided by the 6522 are extensive, and 
quite different from those of the 6520. Let us therefore examine first 
some examples of basic input-output, then some examples of the con- 
trol options. 


Basic Input 


Input is accomplished by loading all zeroes in the data direction reg- 
ister of the port which is to act as input, then reading the contents of 
the OR. In this simple program, we will, in addition, store the data, 
which has just been read, into memory location 20. The program ap- 
pears below: | 


INPUT LDA #0 
STA  DDRA PORT AIS INPUT 
LDA ORA READ DATA (IF VALID) 
STA $20 SAVE THEM IN MEMORY 
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COMMENT 


controls handshake 


REGISTER 


spese [еч 
0 0 | w 


latch 
counter 
TIL-L into TIC-L 


latch 
counter 
triggers T2L-L into T2C.L 


7"7"-0O0—-—0o00——o0o0o——oooo 


-о-ос-о-ос-о..о-о--о 


no effect оп handshakes 


Fig. 2-34: 6522 Register Selection is Direct 


Basic Output 


Output is performed in exactly the same way as input; the data 
direction register for port B will be loaded for all ones, thus specifying 
all outputs. The data to be sent to port B is assumed to reside at mem- 
ory location 20 so that it will be first loaded into the accumulator, then 
transferred to the ORB. The reader will remember that there is no in- 
Struction in the 6502 which allows transferring directly from memory 
location 20 to ORB. An extra instruction is therefore required to 
transfer first the data from memory into the accumulator, and then 
from the accumulator to ORB. The program appears below: 


OUTPUT LDA #$FF 
STA DDRB В = OUTPUT 
LDA $20 GET DATA FROM MEMORY 
STA ORB OUTPUT IT 
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Using the Control Options 


We will configure here port A as all inputs. It will be assumed that 
the peripheral or device connected to port A will send the ''data 
ready” strobe on line CA1. The strobe will be active during its low-to- 
high transition. The 6522 will have to detect this “data ready” strobe 
transition, and the program will poll the 6522 to determine whether 
any data has been received. If data has been received, it will read it 
and store it at location 20 in memory. The program has already been 
developed (see “Basic Input’’ page 39) and appears again below: 


READYIN LDA 40 A = INPUT 
STA DDRA 
Іра #1 CA1 INT LO ТО Н” 
STA PCR 

TEST LDA IFR TEST BIT 1 
AND 852 00000010 BINARY 
BEQ TEST = 17 
LDA ORA READ DATA 
STA $20 SAVE IN MEMORY 


As usual, the data direction register is set to all zeroes to configure 
ORA as inputs: 


LDA #0 
STA . DDRA 


The control register PCR will now be conditioned so that an internal 
interrupt is generated whenever a low-to-high transition occurs: 


LDA #1 
STA PCR 


The two instructions above load the binary value 00000001 into PCR. 
Referring to Fig 2-23, the reader should verify that this is indeed the 
correct value. Bit zero of the peripheral control register PCR specifies 
which active transition of the input signal will be recognized. Since we 
want the CAI interrupt flag to be set by a positive transition (low-to- 
high), PCRO must be set to the value 1. 

Bits 6 and 7 of the ACR relate to the timer 1 operating mode. Since 
the timer is not being used, their contents are irrelevant here. Bits 2, 3, 
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and 4 of ACR specify the operation of the shift register. Since the shift 
register is not used here, they should be zero, as specified on Fig 2-33. 
Bit 5 of the ACR is T2 control, and therefore unused here. Bit 1 is the 
PB latch enable, and is unused here. Bit zero is the port A latch en- 
able. When specified (by writing a 1”), data present on the A input 
will be latched whenever the CA1 interrupt flag is set. This would be 
accomplished by: 


LDA #1 
STA АСЕ 


Since we assume here that polling is used, instead of a hardware in- 
terrupt, the program will be responsible for reading the contents of the 
interrupt flag and determining whether an interrupt has occurred. The ` 
contents of the interrupt flag register are shown in Fig 2-28. Bit position 
І of the ТЕК needs to be tested in order to determine whether the СА1 
“data ready” signal has been received. This is performed by the fol- 
lowing three instructions: 


TEST LDA IFR 
AND  4$2 
BEQ TEST 


The AND instruction masks out all bits except bit position 1 so that it 
can be tested. 

As long as bit 1 is zero, this program will remain in this polling 
loop. Once the ‘‘data геаду”” signal has been recognized, data can be 
read from the ORA and transferred to their final memory location, 
which we will assume to be, as usual, memory location 20: 


LDA ORA 
STA $20 


Reading the contents of ORA into the accumulator will also automati- 
cally clear bit 1 of IFR (the CAI status indicator), so that the internal 
interrupt will be automatically reset. 

It is important to remember that interrupt flags must explicitly be 
cleared every time they are used. The 6522 is organized in such a way 
that the ‘‘normal’’ operation, such as reading the contents of ORA 
after detecting an interrupt, will take care of it automatically. How- 
ever, the reader should be alert to the fact that if he should use “поп- 
standard programming," errors might occur as the interrupt flag 
might remain continuously on. A technique which may be used in such 
a case is to write back the contents of IFR after reading it: 
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STA IFR 


This **programming trick?’ will reset only the bit which had been set to 
“4, " thus effectively clearing the bit without modifying any other 
(unless more than one bit was ‘‘1’’). 


A Handshake Protocol on Input 


We will assume here that the complete handshake sequence is used: 
first the program is responsible for sending a “start” pulse (active 
high) to the device. Later, the device will respond with а “data ready" 
strobe (active high-to-low here), and the program will be responsible 
for determining that the signal has been received, then transferring the 
data into memory location 20. The program appears below: 


NSHAKE LDA #0 
STA DDRA AIS МРОТ 
ЗТА АСК 
LDA #$0С BITS 2 AND 3 ОМ 
STA PCR CLEAR START PULSE 
LDA #$0E BITS 1, 2, 3 ON 
STA PCR GENERATE START ON CA2 


ГРА #$0C 
STA PCR CLEAR IT 
WAIT LDA ШК INTERRUPT? 


AND #$02 (START PULSE?) 
BEQ WAIT POLLING LOOP 
LDA ORA DATA READY 
STA $20 SAVE IN MEMORY 


Let us examine the program. As usual, port A is conditioned as input 
by storing zeroes in the DDRA: 


LDA #0 
STA DDRA ZERO РОКА 
STA ACR 


We will assume here that no latching is necessary on input (see previ- 
ous program if you wish to latch data on input). The PCR register 
must now be conditioned so that a start pulse will be generated, active 
high. The level of CA2 (the line which we will use to provide the start 
signal CAI can only be used as input) will first be set low, then high, 
to guarantee a low-to-high transition. Conditioning the CA2 output 
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low is accomplished by loading the value “110” respectively in bits 3, 
2, and 1 of PCR (see Fig 2-24). This is accomplished by the following 
instructions: 


LDA Я%0С 00001100 
STA РСЕ 


Next, the level on the CA2 output must be specified as high. This is ac- 
complished by loading the value 41117 in bits 3, 2, 1 of PCR: 


ГРА #$0E 00001110 
STA РСК 


We will assume here that a brief pulse is sufficient to provide the 
“start”? signal. Some devices might require that this pulse be of a long- 
er duration. In such a case, a delay would have to be added at this 
point to guarantee that the pulse remains high for a specific duration 
of time. Here, we will simply turn the signal off again: 


LDA #С 00001100 
STA PCR 


At this point, we proceed, as in the previous program, by polling bit 
one of the ТЕК to detect whether the СА1 has been set to one: 


WAIT LDA IFR 
AND #$02 00000010 
BEQ WAIT 


Then, as above, the data is read from ORA and stored in memory 
location 20: 


LDA ОКА 
STA $20 


Fig. 2-35: Connecting Multiple 6522's - 
Generating an IRQ 
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Using Multiple 6522’s 


In the case where multiple 6522’s are used, their interrupt request 
output IRQ is usually connected to the IRQ line as shown on Fig 2-35. 
However, once an IRQ is received by the 6502, the program must 
determine which 6522 originated it. A polling loop is generally used. 
This polling loop will interrogate in turn each IFR of the devices to 
determine which one has generated an interrupt. This information is 
readily available in bit 7 of the interrupt flag register as shown on Fig 
2-22. The reader will recall that bit 7 is universally used as a preferred 
position for polling, since once the contents of the register under test 
are loaded into the accumulator, the contents of bit 7 will condition 
the sign bit of the microprocessor flags register (bit N). The next in- 
struction in the program may readily test bit N and determine whether 
it was “0” or **1." This is exactly what the polling program does here. 
A typical polling program appears below: 


LDA IFRI 

BPL МЕХТІ 
INTFOUNDI] ::: (IDENTIFY 1 OF 7 CAUSES) 
NEXTI LDA  IFR2 

BPL NEXT2 


The program loads the contents of the IFR of the first 6522 and tests 
whether it is positive. If it is positive, no interrupt has been generated 
by the device and the program tests the next one, and so on. However, 
if the device is found to have generated an interrupt, a specific routine 
must then determine what to do next. Let us examine it. 


Identifying one out of 7 possible internal interrupts for the 6522 


Referring to Fig 2-22, it can be seen that seven possible conditions may 
set an internal interrupt in the ТЕК register of the 6522: T1, T2, СВ1, 
CB2, SR, CAI, CA2. If all of the internal resources of the 6522 are 
used simultaneously, as is often the case, then all possibilities should 
be checked. A simple program which will identify one out of 7 inter- 
rupts appears below: 
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ONEOF7 ASL А 


BMI  TIMERI 
ASL А 
BMI ТІМЕЕ2 


ASL А 


The program checks successively bit 6, bit 5, bit 4, etc., by simply 
shifting the contents of the accumulator left by one bit position every 
time. It should be noted that the order in which the shifts occur estab- 
lish a priority of the interrupts within the device. Using the program 
as shown above, Timer 1 will have the highest priority, then Timer 2, 
etc. The user might want to assign different priorities to the interrupts 
by testing the bits in a different order. 


Generating Delays with a Timer 


The reader should study the details of the timers in the manufac- 
turer's data sheets before using them. Timer 2 is simpler than Timer 1. 
Both timers are not identical, and it is important to understand their 
Specific characteristics before using them. Since a complete study of 
the timer operating modes is not necessary for the purposes of this 
book, we will show here two typical examples of the generation of de- 
lays, using respectively Timer 2 and Timer 1. Other examples will be 
presented in the applications chapters. 


Generating a One-Shot Delay with Timer 2 
The program appears below: 


ONESHOT2 LDA # 
STA ACR SELECT MODE 
STA TILL LOW-LATCH=0 
LDA #01 DELAY DURATION 
STA ТСН HIGH PART - 01HEX. START 
LDA #20 MASK 

LOOP ВІТ IFR TIME OUT? 

BEQ LOOP 
LDA T2CL CLEAR TIMER 2 INTERRUPT 


Bits 6 and 7 of the ACR must be set to zero to specify the one-shot 
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mode (PB7 not used with T2). Since we assume here that none of the 
other resources such as the shift register are being used, we simply 
load ail zeroes into the ACR register: 


LDA #0 
STA АСК 


Timer 2, like Timer 1, contains a 16-bit OR so that the two halves of 
the register must be loaded separately. We will first load the low half, 
then the high half: 


STA  T2LL 
ГРА #$01 
STA T2CH 


Loading the value $01 into T2C-H also results in clearing any inter- 
rupt flag and starting the counter automatically. 

Fig 2-28 shows that bit 5 of the IFR is the one indicating that Timer 
2 has timed out. Bit 5 of the IFR therefore must be tested for the value 
“1.” This is accomplished by the next three instructions: 


LDA #20 ВІТ 5=1 
LOOP ВІТ IFR 
ВЕО ІООР 


The value 20 hexadecimal is equal to ‘‘00100000.? It is used to test 
whether bit 5 is indeed a‘‘1.’’ The BIT instruction performs a logical 
AND, without modifying the contents of the accumulator. As long as 
bit 5 remains “0,” the program loops, waiting for the Timer 2 inter- 
rupt. Whenever Timer 2 generates the interrupt, it is detected, and the 
program exits the loop. 

Finally, the program must explicitly clear the Timer 2 interrupt be- 
fore branching to another task. This could be accomplished by reload- 
ing a new value into the counter register. However, since this program 
should be useful in any environment, we make no assumption as to 
what will be done after this program terminates. The interrupt flag 
will be cleared either by writing into T2C-H or by reading T2C-L. 
Since we do not want to start the counter running again, we will not 
write in T2C-H, but instead read T2C-L, simply to clear the interrupt: 


LDA  T2CL 


55 


6502 APPLICATIONS BOOK 


Generating a One-Shot Delay with Timer 1 


We will use Timer 1 here in a manner essentially analogous to Timer: 
2 above. However, Timer 1 is equipped with a true 16-bit latch regis- 
ter, unlike Timer 2. Ther program appears below: 


ONESHOTI LDA #0 | 
ЭТА АСК 1-SHOT MODE - NO PB7 
PULSES 
STA TILL LOW LATCH 
ГРА #$01 DELAY 
STA TICH LOADS ALSO TICL AND 


STARTS 
Іра #20 
LOOP ВІТ IFR TIME OUT? 
BEQ LOOP 


LDA TILL CLEAR INT FLAG 


The program is essentially analogous to the one above, and should be 
self explanatory. The only difference is that the low latch is loaded 
first, then the program writes into T1 C-H, the high part of the counter 
proper. This instruction also results in transferring the contents of 


TIL-L into T1C-L (see Fig 2-34 showing the 6522 internal registers) 
and starts the counter. The rest of the program is identical. 


Generating a Pulse 


The above programs will generate a delay for a program. If an ac- 
tual pulse must be generated, then the proper output pin must be spe- 
cified. For Timer 1, the PB7 pin will be used to provide the output 
pulse PB7 will be an output if either DDRB7 or ACR7 equals “1.” 

Timer 2 does not send a direct pulse on a pin for output. The pulse 
must be generated by adding instructions which explicitly turn on and 
off one of the bits of the port. However, Timer 2 may count pulses 
easily in its pulse-counting mode. Pin PB6 is then used for this pur- 
pose. This underlines again the practical differences between these 
timers. In any practical application, the reader is encouraged to review 
the manufacturer's data sheets to take best advantage of them. 
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Shifting іп апа out 


The shift register SR is connected to ріп CB2 of the 6522. АП pulses 
will be generated or sensed on this specific pin. The combination of 
bits 2, 3, and 4 of the ACR determines the way in which the shifter 
operates. The 8 combinations are shown on Fig 2-33 above. 

In our examples so far, the contents of bits 2, 3, 4 of the ACR have 
always been zero, so that the shifter register was disabled. The shifter 
will shift in or shift out under control of one of three possible timing 
sources: Timer 2, Phase 2 of the clock, or an external clock. In addi- 
tion, it provides a special mode with a free running output at the rate 
determined by Timer 2. The reader is again referred to the manufac- 
turer’s data sheets for the complete specifications on the shifter. We 
will simply present here two typical examples of shifting in and shift- 
ing out. 


Shifting in With an External Clock 
The program appears below: 


SHIFTIN ГРА #0 
STA ACR CLEAR SR 
ГРА #$0C EXTERNAL CLOCK MODE 
STA ACR START SHIFTER 

LOOP LDA IFR DONE FLAG? 

АМО #$04 TEST BIT 2 
BEQ LOOP WAITING LOOP 
LDA SR READ 8 BITS INTO ACC 
STA $20 SAVE IN MEMORY 


The shift register is first cleared by loading zeroes into the ACR: 


LDA #0 
STA ACR 


Then the correct operating mode is specified by loading the value 
“0117” in bits 4, 3, 2, respectively of the ACR: 


LDA #$0C 
STA ACR 
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This specifies a shift-in under control of an external clock (see Fig 
2-33). 

Once the 8 shifts һауе occurred, the shifting mechanism is auto- 
matically disabled, and the SR interrupt flag is set in the IFR register. 
After the shifting has been started, the program therefore simply 
checks the contents of bit position 2 of the ТЕК (see Fig 2-28) to verify 
whether it is ‘‘1.’’ The polling loop appears below: 


LOOP ГРА IFR 
AND #$04 
BEQ LOOP 


At this point, the contents of shift register SR simply need to be 
transferred into memory location 20 as usual: 


LDA SR 
STA $20 


Shifting out Under Phase 2 Control 


The program is essentially similar to the one above except that the 
control bits to be loaded in the ACR are different, in order to specify 
the proper operating mode. Assuming that we simply have to send one 
word of 8 bits out, no waiting loop is necessary here to determine 
whether the shift is finished or riot. The program appears below: 


SHIFTOUT LDA #0 
STA АСК CLEAR SR 
LDA Я518 
STA АСК $2 OUT MODE 
LDA $20 READ DATA FROM 
MEMORY 
STA SR 


As above, the shift register is first cleared, then the ACR is loaded 
with the value ‘‘18’’ hexadecimal, which specifies the combination 
“110” into bit positions 4,3 and 2. This specifies the shift out at a rate 
controlled by phase 2 of the system clock: 


LDA #0 
ЭТА АСК 
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LDA #$18 
STA ACR 


The data is then fetched from memory location 20, and deposited into 
the shift register. Depositing the data into the shift register automati- 
cally starts it. 


LDA $20 
STA SR 


If we had to send a succession of 8-bit words, the program here should 
wait for one shift to be completed before starting the next one. This 
would be accomplished by a waiting loop like the one above. Once 8 
bits have been shifted out, the 6522 automatically sets bit 2 of the IFR 
(see Fig 2-28) . The program therefore would simply test continuously 
bit 2 of the IFR until it takes the value ““1.”” Once the value “1?” has 
been detected, the shift will be resumed. 


Summary of the 6522 


The three functions of this component are: PIO, timer, shift. Addi- 
tionally, complex control signals can be specified for the PIO and the 
timer. The function of the possible control signals and options has 
been described. This component should be viewed as a set of three sep- 
arate functions. The functions of Port A and Port B are essentially 
similar but not symmetrical: the two timers have some common fea- 
tures but offer different possibilities. Finally, the shift register 1s 
essentially symmetrical on input and output and can be used to receive 
or transmit bits or words at any set frequency from a number of exter- 
nal clock sources. 


Exercise 2-4: Save т a 2-word memory table at location BUFFER two 
successive data words from DEVICE 1. DEVICE І supplies an active 
low-to-high READY strobe. It requires an acknowledge signal (high 
pulse). 


Exercise 2-5: Same as 2-4, except DEVICE 1 requires an active-low 
START pulse, and responds with the READY signal. 


Exercise 2-6: Send data to DEVICE 2 from memory location BUF- 
FER. DEVICE 2 supplies a BUSY signal when not ready. 
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Exercise 2-7: Same as 2-5, but DEVICE 2 requires a STATUS strobe 
to supply a READY/BUSY answer. 


Exercise 2-8: Turn a printer on with a “1” on the control line, wait for 
READY, send a character, turn it off. 


Exercise 2-9: Count 10 input pulses on PB6. 
Exercise 2-10: Generate a pulse of 1 ms on РВ7. 


Exercise 2-11: Shift out 8 bits from memory location BUFFER at 
Timer 2 rate. 


RSO 


(РВ5/РВ5 = C51/C52; 
PB7 =IRQ) 


Fig. 2-36: 6530 Internal Architecture 
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THE 6530 ROM-RAM I/O TIMER (RRIOT) 
(RRIOT stands for ROM-RAM-I/O-Timer). 


The 6530 is a special combination component which combines four 
functions usually distinct: a PIO, a timer, a RAM and a ROM. The in- 
ternal architecture of the 6530 is shown on Fig 2-36. It is equipped 
with the usual two PIO ports, each one of them with its own data-di- 
rection register. However, there are no control lines or interrupt logic 
associated with the ports. The timer is connected to port B. The RAM 
memory provides 64 bytes, the ROM provides 1K bytes. A ROM, once 
programmed, cannot be changed. Since it is uneconomical to produce 
ROM!'s in small quantities, the 6530 is only used in situations where а 
large number of identical components is going to be produced. As an 
example, the KIM board uses two 6530's which contain the internal 
control program or “monitor.” 

Three pins on this component have a dual function: CSI and CS2 
are mask options intead of PB6 and РВ5. Also, РВ7 may be used as 
an interrupt request IRQ. 


The Interval Timer 


The interval timer is equipped with an 8-bit register, and may be 
used in one of four modes. Depending on the values AO and A1 of the 


A2 Al AO 


BUFFER A 


о DURA Note: A3 specifies 
whether interrupt 
О 1 0 ВОҒҒЕЕ В | is used. 
0 T 1 DDRB | 
l O O ТІМЕР 1T + !RQ to PB7 
1 0 |! (W) TIMER ВТ NO IRQ to PB7 
(R) INT FLAG | 
1 1 O TIMER 64T | +IRQ to РВ7 


TIMER 1024T NO IRQ to OB7 
(R) INT FLAG 


Fig. 2-37: 6530 Memory Map 
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address lines, it will count in increments of 1, 8, 64, 1024 times the sys- 
tem clock. To the programmer, the timer appears as a set of 4 memory 
locations as shown on Fig 2-37. 

When using the timer, pin PB7 may be used as an interrupt pin. 
When used as an interrupt, pin PB7 must be programmed as an input. 
When not used as an interrupt, it may be used for any usual purpose. 
For details on the utilization of PB7 as interrupt, the reader is referred 
to the manufacturer’s data sheets. | 


THE 6532 RIOT 


The 6532 is essentially a 6530 without the ROM. The RAM, how- 
ever, is larger: it provides 128 words. In addition, the PA7 line on this 
device may be used an an edge-detecting input. When this mode is used, 
an active transition will set an internal interrupt flag (bit 6 of the inter- 
rupt flag register). 

The internal architecture of the 6532 is shown on Fig 2-38. The ad- 
dressing of the chip is shown on Fig 2-39. The rest of the operation of 
the 6532 is essentially like the 6530. 

Ports A and B are not symmetrical. The main difference between 
the two ports is that port B is equipped with push-pull buffers which 
are capable of sourcing 3 mA at 1.5 volts. This allows the direct con- 
nection of this port to LED’s or Darlington transistors. Further, port 
A reads directly from the pins. On port B, data is read from the output 
register instead of the peripheral pins. 


DATA 
BUS Фин кір Фа а. be control) 


ADDRESS 
BUS 
(АО-А6) 
ю 
RS & PORT B 
Cs Š фев кр, {87 may Бе control) 
С52 © 
@2 
RAW 
RES 
RG 


Fig. 2-38: 6532 internal Architecture 
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e Re pe pe Te p — mem — — 


ORA 
DDRA 
ORB 
DORB 
WRITE TIMER + 1T 
+ BT 
+ 641 
+1024Т 
READ TIMER 
READ INTERRUPT FLAG 
WRITE EDGE DETECT CONTROL 


о-о-о 


0 
0 
0 
0 
1 
1 
1 
1 
1 
1 
1 


* — о — O — 


* disable (0)/enobie (1) INT from timer to IRQ 
** disable (OVenable (1) INT from РА? to IRQ ' 
*** negative (0)/positive (1) edge detect 


Fig. 2-39: 6532 Addressing 


SUMMARY 


Most applications will require at least the use of two or more ports 
on one or more PIO's, and the use of a programmable timer. Still 
more complex appiications will require the use of control signals and 
the possible use of automated shifts. All the components we have re- 
viewed - the 6520, the 6522, the 6530 and the 6532 - provide two PIO 
ports. Except for the 6520, they all provide at least one programmable 
timer. A comparison table of the four input-output devices appears 
on Fig 2-40. 

One or more of the above PIO's will be used in all the applications 
in this book. 


PORT A LINES 

PORT B LINES 

CONTROL LINES, A 

CONTROL LINES, 8 

DDRA yes yes 


DORB yes yes 
TIMER 1 yes yes 
TIMER 2 - - 
ROM IK X8 


RAM 64 X8 128 X 8 
OTHER add ‘I control registers 4 timer ratios | 4 timer ratios 
INTERRUPT 1 optional 1 


Fig 2-40: Comparison Chart of the Four PIO's 
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6502 SYSTEMS 


INTRODUCTION 


The applications presented in this volume will be connected to a 
"standard" 6502 system. The organization of such a ‘‘standard 
system"' will therefore be presented first. Then, some real 6502 boards 
will be described and will be shown to be consistent with the standard 
model just introduced. 

In order to present realistic applications, it is necessary to define an 
exact hardware configuration to which the applications are effectively 
connected. The majority of the examples presented in the book are di- 
rectly applicable to the SYM board, and can be readily adapted to the 
KIM board. One section of the next chapter will specifically present 
KIM programs. SYBEX does not endorse any board or any manufac- 
turer. Simply, for educational purposes, it is more practical to present 
applications directly applicable to existing boards, rather than invent a 
fictitious one. Most programs written for the SYM are compatible with 
the KIM, and can be readily adapted to other boards, such as the 
AIM65. The reader is encouraged to exercise his own judgment in deter- 
mining which board will be best suited to his needs. 

The architecture of the KIM, SYM, and AIM 65 are presented in this 
chapter. SYM is presented in more detail so that the reader who does not 
havea SYM can understand the interconnections used in the application 
programs presented in the following chapters. However, it should be 
stressed again that any other board can be used, and that the changes re- 
quired in the programs are usually minor. 
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A “STANDARD” 6502 SYSTEM 


Any standard microprocessor system includes at least the microproc- 
essor unit (MPU) and its clock circuit, the ROM, the RAM, and one or 
more PIO’s. The organization of such a standard system, using the 
6502, is shown on Fig 3-1. 


CLOCK 
OSCILLATOR 


EXPANSION 


K юна 
RAM ROM TO DEVICES 
6502 
CONTROL 


if vl v1 ре 


сыны © у у дә 


CONTROL BUS 


Fig. 3-1: Organization of a "Standard" 6520 System 


The 6502 incorporates most of the clock's circuitry within the micro- 
processor chip, so that only an external crystal and an oscillating circuit are 
necessary. The 6502 and its clock circuit are shown on the left of the 
illustration. The 6502, like any ‘‘standard’’ microprocessor, creates three 
busses: the address bus (16 lines), the data bus (8 lines, bi-direc- 
tional), and finally the control bus. | 

In the standard system, the RAM memory (read-write memory), the 
ROM memory (read-only memory), and the PIO are shown as separate 
chips connected іо the3 busses. The ROM will typically contain a топі- 
tor program necessary to use the microprocessor board resources, or 
else user programs (in industrial applications). The PIO will create two 
ports (8 lines each) to communicate with external devices, plus perhaps 
some additional control lines. In any practical application, at least two 
PIO's will be necessary to provide a sufficient number of I/O lines. Some 
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additional logic is usually required for address decoding and other 
functions. 

Because several combination-chips are available in the 6502 family, 
the ROM, the RAM, and the PIO may be combined on one or more 
chips. However, any system using the 6502 will normally incorporate all 
the logical elements of Fig 3-1. 

Let us now examine some real boards and how they relate to our stan- 
dard board. 


Fig. 3-2: Photo of KIM-1 


THE KIM-1 


The КІМ-І was an early board introduced by MOS Technology in 
support of their 6502 microprocessor. It incorporates a minimal number 
of components, is equipped with a hexadecimal keyboard and with 6 
LED’s, so that it can be used as a low-cost stand-alone complete micro- 
computer board. It is shown on Fig 3-2. Its internal organization is 
shown on Fig 3-3. | 

Тһе КІМ-І includes a separate ІК by 8 RAM (for the user) and two 
6530 combination chips. The reader will recall from the previous chap- 
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ter that the 6530 is a combination chip providing a PIO, a programma- 
ble timer, a ROM, anda RAM. On this board, there is no need for an ex- 
ternal ROM memory since the amount of ROM memory provided by 
the two 6530’s is sufficient to contain the system monitor. Each 6530 
also contains 64 bytes of RAM which are partly used by the system 
monitor. 


EXPANSION 
CONNECTOR 


nr menu шый Чаш. BUS 


шр, 


ои аата Ti = TD 


аоск 
CIRCUIT 


Fig. 3-3: KIM-1 Internal Organization 


Additionally, the board is equipped with a keyboard, 6 LED’s, a tape 
recorder interface, and a teletype interface. It can be expanded exter- 
nally through two edge connectors, called respectively the expansion 
connector and applications connector, as shown on Fig. 3-3. The 
system memory-map is shown on Fig 3-4. The signals for the two con- 
nectors of the KIM are shown on Fig 3-5 and 3-6. 

The reader should ascertain that the organization of this board does 
meet the description of our standard 6502 system as shown on Fig 3-1. 
The details of the pin interconnects are useful to those readers who will 
want to connect the applications presented here to this particular board. 


67 


6502 APPLICATIONS BOOK 


У... | REGISTER BUFFER 


1ЕЕ 
STACK POINTER — — — ав 


4K 
EXPANSION 


64 Byte RAM, 653041 KIM RAM + Applications RAM 
64 Byte RAM, 653042 

МО & Timer, 653041 (KIM 1/O) 

МО & Timer, 653042 (Applications МО} 


Fig. 3-4: KIM-1 Memory Map 


(EXPANSION 


—— 


22 КВ Col D Z КВ Ком | 

21 КВ Са А У КВ Col C 

20 КВ Col Е X КВ Row 2 

19 KBColB W KBColG 

18 KBColF У KB Row 3 

17 KBRowO U TTY PTR 

16 PBS T TTY KYBD 

15 PB? 5 TTY PTR RTRN (+) 
14 PAO R TTY KYBD RTRN (+) 
13 PB4 P AUDIO OUT HI 
12 PB3 М +12V 

11 РВ M AUDIO OUT LO 
10 PBI L AUDIO IN 

9 PBO К DECODE ENAB 
8 PA7 J K7 

7 PA6 Н KS 

6 PAS Е K4 

5 РА4 Е КЗ 

4 РА1 р К2 

3 РА2 С КІ 

2 РАЗ В КО 

1 Vss (GND) А Vcc (+5V) 


Fig 3-5: KIM Application Connector 
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Fig. 3-6: KIM Expansion Connector 


Vss (GND) 
Усс (+5) 


SST OUT 
K6 

DBO 

DBI 

DB2 

DB3 

DB4 
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Fig. 3-7: SYM 
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RAM/R/W 
2 
PLL TEST 
R/W 
R/W 
2 
АВ15 
АВ14 
АВ13 
АВ12 
АВ11 
АВ10 
АВ9 
AB8 
AB7 
AB6 
АВ5 
АВ4 
AB3 
AB2 
АВІ 
АВО 
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THE SYM-1 


The SYM-1 board was introduced by Synertek Systems as an expand- 
ed version of the previous board. A photo of the SYM appears on Fig 
3-7. Its internal organization is shown on Fig 3-8. 


CONNECTOR 


CONNECTOR 


KEYPAD 


EM 


2% t3 


CONNECTOR 
AUX PORTS OPTIONAL PORTS 
(А) в ЦА) (8) 


Fig. 3-8: SYM-1 Internal Organization 


The essential differences from the previous board are: 

° It is equipped with a separate АК by 8 КОМ. A larger ROM size al- 
lows a more complex monitor to reside on the board. 

е It is equipped with more complex input-output chips and has three 
of them instead of two, thereby offering more IO ports and resources. 
Because of the extra ports, it also has one more applications connector 
than the previous board. 

е Additional input-output facilities are available such as four input- 
output buffers and part of a CRT interface. 

Other miscellaneous differences exist between these boards but are 
not relevant for the purposes of this book. 

The system memory map is shown on Fig 3-9, and a more detailed 
RAM memory map is shown on Fig 3-10. The details of the three con- 
nectors are shown respectively on Fig 3-11, 3-12, and 3-13. 
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ІК 


ІК 


ON BOARD RAM 
(IK TO 4K} _ | 


واوو ع 


8000 р ON BOARD ROM 
MONITOR {4K} 
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6522 #1, 6522 #2, 6532 RAM, 
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8K BASIC 
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— «ыа eee 


ON-BOARD RAM 
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O7FF 
0800 


ОРТ!ОМА! 
ОМ-ВОАКО 
КАМ 


ОВҒҒ 
осоо 


OPTIONAL 
ON-BOARD 
RAM 


OFFF 
Fig. 3-10: RAM Memory Map 
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1 SYNC A ABO 
2 RDY B ABI 
3 01 С АВ2 
4 IRQ D AB3 
5 RO E AB4 
6 NMI F ABS 
7 RES H AB6 
8 DB7 J AB7 
9 DB6 K AB8 
10 DBS L AB9 
11 DB4 M АВ10 
12 DB3 N АВ11 
13 DB2 Р АВ12 
14 DBI R АВ13 
15 DBO S АВ14 
16 18 Т АВ15 
17 DBOUT (1) U 02 
18 POR У R/W 
19 Unused W R/W 
20 Unused X AUD TEST 
21 +5V Y P 
22 GND Z RAM - R/W 
Fig. 3-11: Expansion Connector (E) 
1 GND A +5V 
2 APA3 B 00 
3 APA2 С 04 
4 АРА1 р 08 
5 АРА4 Е 0С 
6 АРА5 Е 10 
7 АРА6 Н 14 
8 АРА? 1 ІС 
9 АРВО К 18 
10 АРВІ Г. Audio Іп 


Fig. 3-12: Application Connector (А) 
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22 


АРВ2 
АРВЗ 
АРВ4 
APAO | 
APB7 
АРВ5 

KB ROW 0 
KB COL F 
KB COL B 
KB COLE 
KB COL A 
kB COL D 


(1): Jumper Option 


N < x Z < c 3 ç = g z = 


Audio Out (LO) 


RCN-1 (1) 


Audio Out (HD 


TTY KB RTN (+) 


TTY PTR (+) 


TTY KB RTN (—) 


TTY PTR (—) 


KB ROW 3 
KB COL G 
KB ROW 2 
KB COL C 
KB ROW 1 


Fig. 3-12: Application Connector (А) - (continued) 
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З РВ2 
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3 РА 4 
3 PA 5 
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(B): Buffered 
Fig. 3-13: Auxiliary Application Connector (AA) 


N < KX Z < CHMnNAUVUAS = x — = = m g G m= > 


+5V 
+V 

2 РА 2 
2 РА 0 
2 СА 1 
2 СВ 2 
2 РВ 6 
2 РВ 4 
2 РВ 2 
2PBO 
2PA 6 
2 РА 4 
3 СА 1 
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Abdo ORB (PBO ТО PB7) МО date, port А 
АБО! ORA (PAQ TO PA7) used for control-offects hondshoke 
xis dol direction 
registers 
~ 
Ааа Tit-UTIC-4 counter-low 
limer 1 
АБО? lateh-high 
latch-low 
Ab08 counter-low 
timer 2 
Abo? counter-low 
АБОА shift register 
Ab08 ouliliory 
function 
АҺОС peripheral | control 
Ab00 Носа | interrupt 
AbOE enoble control 
oulpul register А 
Abor (does го! affect handshoke) 
b x for VIA #1, 
b*8 for VIA #2, 
b=C for VIA 83. 


Fig. 3-14: Memory Map for the 6522's 
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Fig. 3-15: Memory Map for the 6532 
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The memory map for the 6522’s is shown on Fig 3-14, while the mem- 
ory map for the 6532 is shown on Fig 3-15. 

Since some implementation details will be used (or worked around) in 
some of the application programs, two relevant details are presented 
below. 

Fig 3-16 shows the four buffered outputs available on PB4 through 
РВ? of 6522 #3. Fig 3-17 shows the connection to the LED’s and the 
keyboard. 


AA CONNECTOR 


T 


Fig. 3-16: The Four Buffered Outputs 


THE AIM 65 


The AIM 65 is shown on Fig 3-18. This unit, developed by Rockwell 
International, consists of two boards. One of them is the microcompu- 
ter board, equipped with a 20-column dot-matrix printer, and a 20-char- 
acter alphanumeric display. The second board is a full ASCII keyboard, 
which is attached directly to the other one. The printer operates at up to 
120 lines per minute, using a five-by-seven dot matrix to print the com- 
plete ASCII 64-character set (upper case only). In its minimal version, 
the AIM 65 is equipped with a comprehensive monitor (8K) 1K of RAM, 
two 6522’s, one 6532, plus the usual interfaces (teletype, two audio cas- 
sette interfaces, and naturally the keyboard interface). Several addi- 
tional chips can easily be placed on the board. Further, the user appli- 
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W ч oO we QQ — 


Fig. 3-17: Keyboard and LED Connection 


Fig 3-18: AIM 65 is a Board with Mini-Printer 
and Full Keyboard 
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cations connector is identical to those described for the previous 
boards. A user developing applications for this specific board will there- 
fore only have to modify the programs presented here to fit the memory 
assignments of the AIM 65 PIO’s. 


OTHER BOARDS 


Other boards are manufactured by various manufacturers such as 
Ohio Scientific. | 

Overall, all 6502 boards fit the description of our ‘‘standard system.” 
As long as they use the same I/O chips (and nearly all do, as these chips 
offer strong advantages), there should be virtually no modification 
needed to the programs presented in this book, except for the PIO ad- 
dresses, and the possible unavailability of specific I/O lines. 

The SYM A and E connectors are equivalent to the KIM and AIM 
edge connectors. The vertical board, on the left of the power supply of 
Fig 3-19 below, is a 16K memory expansion board connected through the 
E connector. 

At the foreground, two experiments are connected through the A con- 
nector: a hexadecimal keyboard, and a microprinter. They are described 
in chapter 6. 


Fig 3-19: KIM/SYM/ AIM Connector Compatibility 
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BASIC TECHNIQUES 


INTRODUCTION 


In this chapter, we will connect a 6502 board to basic input-output 
devices. We will connect it to simple output devices such as light-emit- 
ting-diodes (LED’s), relays, and a loudspeaker. On input, we will con- 
nect it to a set of switches. Then, we will use these resources to start 
developing simple application programs such as a Morse generator, a 
time-of-day clock, a simple home control program, and even an auto- 
matic telephone dialer. We will then present applications which are a 
direct application of these techniques: a siren, a pulse meter, a music 
program, a mathematical game. Then, in the following chapter we will 
develop more complex programs using these basic input-output de- 
vices and more complex ones. | 


Few components are needed to actually realize the applications 
board for this chapter. A picture of the actual board is shown on Fig 4-0. 
All the components can be purchased at low cost from any electronics 
store. The reader is strongly encouraged to acquire these few electronic 
components, and wire them as indicated in this chapter, in order to 
effectively apply the programs that will be described. Naturally, this 
will require access to a 6502-based board. 


In order to present real programs, the hardware configuration of 
the SYM board is used in the first part, and the KIM for the second 
one. However, all of these programs should run with minimal modifi- 
cations on any other 6502 board (see Chapter Two). 
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The programs to be developed in this chapter are simple, but as- 
sume a basic understanding of the 6502 instructions, as provided by 
the preceding book in the series, reference C202 (‘‘Programming the 
6502°°). 

Тһе list of components required for the applications programs іп 
this chapter is: 


perforated board (1) 


switches (4) 

LED driver | (1) 

LED’s (1 or more) 

12 У relays (3) 

speaker (1) (high impedance preferred) 
variable resistor (1) 

resistors 


male 120 V AC plug (1) 
female 120 AC plugs (2) 


The hardware connection of the various components on the board 
will be described for each application. 


It is not indispensable to assemble an applications board to read this 
chapter. However, many exercises will be suggested in this chapter and 
the following ones. Although they can be developed on paper, true 
programming expertise is best acquired through actual experimenta- 
tion. The reader is therefore again encouraged, either before or after 
reading this book, to start programming on real hardware. 


The goal of this chapter is to teach the basic hardware and software 
interfacing techniques which are required to connect any ‘‘standard”’ 
6502 board to simple external devices. At the end of this chapter, you 
should know how to use the main resources of the input-output chips, 
and how to write programs which will sense and control input-output 
devices. We will build upon this knowledge in the next chapter and 
develop more complex industrial and home applications. 


79 


6502 APPLICATIONS BOOK 


Fig. 4-0: Complete System with Power Supply, Micro- 
computer Board, Tape Recorder and Applications Board 
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SECTION 1: THE TECHNIQUES 
RELAYS 


A relay is used to control an external high voltage or high current 
circuit: the control circuit is isolated from the external one through the 
relay. A relay requires DC current. The current flows through a coil, 
producing a magnetic field. This field will provoke in turn the closure 
of a movable contact. The external circuit may be alternating current 
(AC) or direct current (DC). In order to control external devices using 
a significant current of voltage, such as appliances, we will use relays. 

The SYM board has a special provision for high current or high 
voltage devices. Four buffered output ports are available on the 
board. They are respectively connected to bits 4, 5, 6, and 7 of the in- 
put-output register B of the PIO (6522-U29) (see Fig 4-1). We will, 
therfore, directly use these special outputs which can control relays. 
On any other board which has only PIO outputs (such as KIM) a tran- 
sistor or buffer must be used. The use of a 7404 Hex Inverter is 
shown on Fig 4-2 to control three external relays from two output lines 
of a 6530. 


AA CONNECTOR 


Fig. 4-1: 1/O Buffers 
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Fig. 4-2: 6530 Relay Interface 


The Hardware Interface 


The connection diagram for a single relay appears on Fig 4-3. This 
relay may be, for example, a 12 volt relay with a 50 to 500 ohms coil. 
The contact can be SPST (Single pole, single throw = one contact) or 
SPDT (Single pole, double throw = two contacts) at 10-15 amps. The 
current rating of the relay contacts should be sufficient to handle the 
external device connected to it. Most house appliances do not draw 
more than 10 to 15 amps so that the above specifications should be 
sufficient for home applications. 


TP 
АП ЕХТЕВМА! 


DEVICE 
* 12V 


Fig. 4-3: Connecting a Simple Relay 


Note on the illustration that a clipping diode is connected in parallel 
to the coil. This is an important precaution with any relay to avoid 
damage to the PIO buffer or amplifier. A reverse voltage spike occurs 
when the relay is turned off. Any diode which will handle the voltage 


may be used. For example, an IN914 should be sufficient for Our pur- 
poses. 


82 


BASIC TECHNIQUES 


RELAY 


RESISTOR 


Fig. 4-4: Precautions on Device Side 


On the device side of the relay, two precautions can be taken: a 
capacitor may be placed in parallel to the output to absorb the surge 
due to contact closure (this insures a longer life for the relay contacts). 
Also, if a significant current may be drawn, a resistor should be placed 
in series (see Fig 4-4). 

A double-pole relay can be connected in exactly the same manner 
and the connection diagram appears on Fig 4-5. Such a relay is capa- 
ble of switching two independent, separate circuits simultaneously. 


(3 CONTACT DUAL OUTPUT} 


Fig. 4-5: Connecting a Double Pole Relay 


Let us now consider a practical application. We will connect two re- 
lays, К1 and К2 respecitvely, to bits 6 and 7 of рогі В of the SYM PIO. 
These two relays will be used to control AC devices. In the simplest 
case, we will assume that these AC devices are two independent lamps. 
This will allow us to test the program easily, by merely verifying 
whether the lamps are turned on and off correctly. Naturally, instead 
of a lamp, the device could be any household device or appliance 
which does not overload the relay. The interconnect diagram appears 
on Figure 4-6. 
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RELAY RI 
АА - 22 
94) EXTERNAL 
CIRCUIT 
+12۷ 
RELAY R2 
АА-7 
(РВ) 
EXTERNAL 
CIRCUITS 


+12V 


Fig. 4-6: Connecting Two Relays to the PIO 


Let us inspect Figs 3-11, 3-12 and 3-13 showing the connection points 
for the three SYM connectors: we see that the four buffered oputputs, 
called PB4, PBS, PB6 and PB7 , are available repectively on pins Y 
21, Z and 22. The connection points marked РВ5 through PB7 on our 
illustration, therefore, simply need to be connected by a wire to the 


appropriate pin of the ‘‘auxiliary application connector."' 


Fig. 4-7: External Circuit for the Relays 


84 


BASIC TECHNIQUES 


On the external circuit side of the relay, one AC plug is used which 
will be connected into a wall outlet and supply power to the two out- 
lets which will be controlled by the microcomputer. These two female 
outlets are connected to the relays as indicated on Fig 4-7. They are 
powered in parallel from the AC plug. However, either one of them 
can be turned on independently under microcomputer control. Let us 
now implement the software control for these relays. 


Fig 4-8: Memory Map for 6522 #3 (Third 6522 of SYM) 


The Software Interface 


Each of the two circuits connected to relays КІ and R2 will be 
turned on whenever the corresponding relay is actuated. The relay will 
be turned on by setting the corresponding control bit to 1. By inspect- 
ing Fig 4-8, it can be seen that Port B for the 6522 #3 is located at 
Memory Address ACOO. The contents of memory location ACOO are 
illustrated on Fig 4-9. Let us now turn the relays on and off. 
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MEMORY ADDRESS TES Tayo 
aco: | 7] e] з] «| 


PB4 (UNUSED) 
РВ5 (RELAY ЕЗ) 
РВБ (RELAY R2) 
PB7 (RELAY R1) 


Fig. 4-9: Port Bof 6522 43 


First, we must configure Port B as an output port. To simplify, we 
will specify that bits 0 through 7 be outputs, even though we use here 
only bits 5, 6, and 7. The convention could be changed in a different 
application. It will be remembered from Chapter 2 that, in order to 
specify the direction in which input-output lines will be used, the 
corresponding bit position of the Data Direction Register must be 
loaded with a zero or a one. A one in the Data Direction Register will 
specify an output. A zero will specify an input. Loading all ones in the 
Data Direction Register guarantees that all bits will be used as out- 
puts. 


CMN2 ri 
ў 


21 RELAY 1 
Y RELAY2 
Z RELAY 3 


Fig. 4-10: Detail of Relay Connection 
on the Applications Board 
As a remark, when programming, it is a good policy to always make 
things as simple and consistent as possible. Since we assume here that 
(for the time being) no other devices are connected to the other lines of 
Port B, it is safer to configure all lines as either inputs or outputs. 
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Specifying all bits as outputs will be accomplished by the following | 
two instructions: | 


LDA #$FF LOAD A IMMEDIATE WITH 11111111 
STA $ACO2 STORE A INTO ADDRESS АС02 
HEXADECIMAL 


It can be verified on Fig 4-8 that АСО? is the address of the Data Di- 
rection Register for Port B of the 6522 device #3. “ЕЕ” hexadecimal is 
equivalent to “11111111” binary. Let us now turn on the relay con- 
nected to PB6. 


LDA $AC00 READ CURRENT VALUE OF РВ 
ORA #$40 FORCE PB6 TO 1 
ЭТА $ACOO | OUTPUT 


The first instruction is used to read the current value of Port B. Be- 
cause several devices or relays may be presently connected to Port B, 

we do not want to simply write a pattern such as **01000000"' into 
Port B; this would turn on the relay connected to PB6, but would also 
turn off all the other relays! Therefore, we want to read the present 
status of PB and only change a single bit, PB6. The change is accom- 
plished with the logical OR instruction, the second in our program 
(ORA). The logical OR respects the integrity of all the bits, and forces 
to “17 the specified bit location. If we wanted to turn on PB7 instead 
of PB6, the pattern “80”” (hexadecimal) would be used, instead of 
“40.” Finally, the resulting bit pattern is stored at address ACOO, 
which corresponds to PB; the relay connected to PB6 is then turned on. 


Exercise 4-1: Write the three-instruction program which will turn on 
the relays connected to PB6 and PB7 simultaneously. 


Let us now turn off the relay connected to PB6: 
LDA 8АСО0 | READ THE CURRENT STATUS OF PB 
AND #$ВЕ SET BIT 6 TO O 
STA $ACOO SIORE RESULTING VALUE IN PB 
The logical-AND instruction is used to force a “0” at the specified bit 


location. АП other bit locations are not affected. (““ВЕ”” hexadecimal 
15 **10111111" in binary.) 
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Note: Тһе AND instruction is traditionally used to zero a specified 
bit location. However, an identical result may be obtained using the 
EOR instruction. The program remains the same except that the AND 
instruction becomes: 


EOR #$40 


The advantage is that the pattern used to turn off is the same as the 
one used to turn on. This eliminates a possible mistake. The reader 
_ Should naturally verify that this is a legitimate way to force a zero. 
This is because the exclusive OR of “17 and ‘‘1” is “0.” If bit 6 was 
a “1,” the “40” pattern will therefore force it to а zero. All other bits 
will be unaffected. 


Verification 

Let us verify now that these simple instructions are indeed sufficient 
to turn our relays on and off. We will connect two lamps, or two de- 
vices, to the two relays and type in these instructions at the keyboard, 
then verify that the lamps are turned on or off. Since the keyboard re- 
quires that input be in hexadecimal form, here is the hexadecimal 
equivalent of the two above programs: 


To turn the relay on: 

AD 00 AC 

09 PATTERN (PATTERN stands for an 8 bit pattern) 
8D 00 AC 


The program to turn the relay off is: 
AD 00 AC 

49 PATTERN 

8D 00 AC 


If you have a board you should now key in these two programs and 
verify their correct operation. 


SWITCHES 


Two main types of switches may be connected: a push-button 
(SPST switch) or a two-position switch (SPDT). The connection of an 
SPST is illustrated in Fig 4-11. With the connection indicated, the 
switch is in the logical state “17” when the contact is open and in state 
“0” when the contact is closed. If the opposite should be desirable, 
the polarities would simply be reversed on the switch contact. 
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The connection of an SPDT switch (a two position switch) is illus- 
trated in Fig 4-12. The connection is straightforward. One of the con- 
tact positions will be logical state ‘‘1,’’ while the other one will be logi- 
cal state 40.9 


+ SV 


TOK 
INPUT 


PORT ] 


GND 


Fig. 4-11: Connecting an SPST 


+5V 


5 
INPUT { | 
PORT 7 а 
? 
GND 


Fig. 4-12: Connecting ап 5РОТ 
Connecting Four Switches 


We will use lines 1, 2, 3, and 4 of Port B of the 6522, as four input 
lines used to sense the status of the external switches. The actual con- 


nection appears on Fig 4-13. Let us examine the program. 


+5у——О 
РВ1 О--------------..----------О 
(А- 10) [== 51 
— GND + 5V — 
А-11 switch 52 
( ) mo 


PB3 
(А-12) 9 OB switch 53 


| | %5У---О 


(A— 13) wawww СС S4 


Fig. 4-13: Connecting Four SPDT Switches to the SYM 
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Fig. 4-14: An SPDT Switch 


Fig. 4-15: Connection Detail for Four SPDT's 


The Software Interface 


We first need to configure PB1, PB2, PB3, and РВА as input lines 
on Port B. This is accomplished by loading the appropriate pattern in 
address “А002,” the data direction register for Port B. 


LDA #$ЕО SET BITS 01234 AS INPUTS 
STA $A002 


The pattern “Е0”” is used to configure lines 0, 1, 2, 3, 4 as inputs 
and lines 5, 6, 7 as outputs (they may be connected to external relays). 
“E0” hexadecimal is ““11100000”” in binary. Each “0” sets an input. 
Each “1” sets an output. “ЕІ” could also be used. 

Let us now read the value of the switch and branch to a specified 
memory location determined by this value. 


LDA £SWITCHPTR “02° FOR SI, “04” FOR S2, “08” 
FOR S3, “10” FOR 54 

ВІТ $A000 A000 IS ADDRESS 

BEQ ANYADDRESS WILL BRANCH TO SPECIFIED 
ADDRESS IF SWITCH WAS ZERO 
(OFF) 
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Alternatively, if we wish to branch to a specified memory location if 
the switch is “1” (on), we would substitute the instruction BNE in- 
stead of the BEQ in the last line of the program. 


Testing the Program on the Board 
The hexadecimal code for the above program is: 


А9 SWITCHPTR 
2C 00 AO 
ҒО ANYADDRESS or “DO” ANYADDRESS 


SPEAKER 


An external speaker may be connected directly to a pin of one of the 
PIO devices. Pin 7 is often more powerful and is generally used. On 
the 6522 device, the polarity of the PB7 output signal can be controlled 
by one of the internal interval timers. The timer will be used to gener- 
ate a tone of given frequency. The preferred position for connecting 
the speaker will therefore be PB7. The connection diagram appears 
on Fig 4-16. 


PB7 
(А-15) 


“һа 


+ 5V 
Fig. 4-16: Connecting the Speaker 


When the buffered output of the SYM is used (6522 #3) a resistor 
should be placed in series with the speaker to limit the output current. 
Instead of connecting the speaker directly to a PIO output pin, the 
circuit of Fig 4-17 may be used to provide a louder sound. 


OUTPUT 


PIN +5V 


Fig. 4-17: Obtaining a Louder Output 


Warning: a variable resistor is shown on Fig 4-17 for convenience. 
However, if it is set to zero, it will probably burn, and destroy the cor- 
responding output transistor (this applies also to SYM). 
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The Software Interface 


A sound can be generated by the speaker by merely turning it on 
and off at the desired frequency. The sound will not be as “clean 
sounding’ as one from a musical instrument since it will have been 
generated by a square wave. However, it will be sufficient for our 
needs and can be clearly identified by its frequency. We will now build 
a practical application 


A MORSE GENERATOR 


We will develop here a program capable of generating a Morse code 
corresponding to any letter of the alphabet. Ths program will activate 
a loudspeaker, so that we can verify that the proper Morse code is be- 
ing generated. In addition, it will have the capability of turning on or 
off an external device so that this morse code could for example be 
transmitted over a communications link. 


АА 
Ux 


Fig. 4-18: Memory Allocation for the Morse Program 


The conventions used by this program are the following: 

The program itself will be stored in Page 3 of the RAM, 1.е., start- 
ing at location 300. This is illustrated on Fig 4-18. This program con- 
tains a Morse equivalence table which will serve to generate the proper 
bit pattern for any given ASCII character. It will be shown below how 
this table is generated. It is assumed that the first character to be con- 
verted to Morse is contained in the accumulator at the time the pro- 
gram is started. 
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Further, the speed of the transmission will be adjustable through 
the variable SPEED, stored in Page 0 at memory location FO (See Fig 
4-18). Each time unit (such as the duration of a dot in Morse code) is 
expressed internally in milliseconds. Putting the value 100 into vari- 
able “SPEED” will result in the duration being 1/10th of a second. 

Before the program is started, it is assumed that CHAR and SPEED 
have valid contents, and that the accumulator contains the first 
character to be transmitted. An external subroutine could call this 
Subroutine repeatedly in order to transmit a string of characters. It is the 
responsibility of this subroutine to deposit a character in the 
accumulator every time it calls the Morse transmitter. 

Let us now examine the algorithm used to transmit the Morse code. 


GET ASCI! CHARACTER 
IN ACCUMULATOR 


SPACE 


DELAY 
7 PERIOOS 


VALID ASCH? 
(2С,5А| HEX 


CONVERT TO 
MORSE CODE 
SHIFT OUT NEXT 
MORSE BIT 
GENERATE SHORT 
OR LONG TONE 


DELAY 1 PERIOD 


YES 
DELAY 2 PERIODS 
= SPACE BITS 


DELAY BETWEEN 
SUCCESSIVE CHARACTERS 


EXIT 


Fig. 4-19: Morse Transmission Flow Chart 
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This algorithm is illustrated on the flow-chart of Fig 4-19. The pro- 
gram first checks for a space character. If found, it will generate no 
signal for seven time periods, plus the delay between successive сраг-: 
acters. | 

It then verifies that the ASCII character contained іп the accu- 
mulator has a valid hexadecimal code. Legal codes must be between 
“2С” апа “SA” inclusive, in hexadecimal (assuming а 7-bit ASCII 
code). Otherwise, an error exit occurs. After validation of character 
code, this ASCII code must be converted to its morse equivalent. 
The technique will be explained later. 

The binary encoding of the morse code will consist of a “ЭТАЕТ” 
bit (а ‘‘1’’), followed by а “0” for a **.", and a “1” for a “-”. 
All unused bits within the 8-bit word, to the left of the start bit, 
will be set to “0.” This conversion will be performed by the program 
by a table lookup described later. Let us now assume that the binary 
version of the morse code has been obtained. The sequence of tones 
must be generated. The contents of the accumulator will be shifted out 
left until the START is found. Following the detection of the START 
bit, every “0” will be interpreted as a “-” and every “17” will be inter- 
preted as a ‘‘—’’, up to the eighth bit. For every “0” shifted out, a 
short tone will be generated. For every “1” shifted out, a long tone will 
be generated. The tone generation will also be described later in detail. 

After generating the tone corresponding to a bit, a 1-period waiting 
time is inserted, and the next bit of the Morse code is checked until the 
last one (the eighth) has been found. 

Following the transmission of the squence of tones for a Morse 
character, a two period delay is generated. This corresponds to ““5расе”” 
bits which are normally inserted at the end of every transmission for a 
character. A one-period delay is then generated which separates suc- 


cessive characters. 
IN A BINARY COOE: 
BINCODE = “Об!” 


GET NEXT SIGNAL 


(DASH) | 
SHIFT BINCODE LEFT SHIFT BiNCOOE LEFT 
ENTER A “1° ON RIGHT ENTER A “а” ON RIGHI 


Fig. 4-20: Converting Morse to Binary 
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The sequence is clearly illustrated on the flow-chart of Fig 4-20 and 
Should be verified by the reader. Let us now examine in detail the spe- 
cific problems which we have not yet resolved. 


Converting ASCII to Binary Morse 


We want to establish here a correspondance table between the ASCII 
character and the binary representation of its Morse code. Let us illus- 
trate this in an example. 

The character “В” has a Morse code of <-...”, 

Every “-” will be encoded by a “‘1,”’ and every “.” Буа “0”. The 
binary equivalent of “- . . .” is, therefore, “1000”, 


In addition, by convention, we will add a START bit (a ‘‘1’’) to the 
left of the code we have just generated. The resulting code at this point 
is: **11000." Finally, every binary Morse code will be contained in an 
eight-bit word. The remaining bits to the left of the START bit will now 
be set to zero. Our resulting eight-bit code is therefore: **00011000." 
In hexadecimal, this is ““18””. 

The hexadecimal representation of the binary morse encoding for B 
is: “18”, 


As an example, the table below shows the hexadecimal equivalent 
of A, B, C, D. A complete equivalence table for all legal morse characters 
appears on Fig 4-22. The algorithm corresponding to the technique 
just described is illustrated by the flow-chart of Fig 4-23. 


Letter ASCII Morse binary hexadecimal 
A 41 СЕ 00000101 05 
В 42 ت‎ 0001 1000 18 
С 43 аа 00011010 ІА 
р 44 — 00001100 0C 


Fig. 4-21: Converting ASCII to Morse 
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We now have established an equivalence table for all the ASCH 
characters. This table will be called the ‘‘Morse table” and will be 
stored at the end of the program (see Fig 4-18). Whenever we re- 
quire the Morse code equivalent of a specific character, we will access 
the proper entry table and find there the binary code. This will be de- 
‘scribed later when we discuss the actual program. 


Hex 
Table Vaine 


Мама ц ғы. бух. 


ы<Х<<с«аехооо2Х-ж--лолтосо>»>Ф% evil A-- 


Fig. 4-22: Morse Equivalence Table 
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YES NO: 94243 


EXAMINE RIGHT SYMBOL 
OF MORSE CODE 


SHIFT NEXT BIT RIGHT 
INTO RESULT 


EXAMINE NEXT MORSE 
SYMBOL 


NO 


SHIFT IN A “1” 


SHIFT IN 05 UP TO B BITS 


OUT 


Fig. 4-23: Flow Chart for Generating Hexidecimal 
Morse Code 


Generating a Tone with the Timer 


Our next problem will be to generate a tone of set duration and fre- 
quency. We will use here a timer. 


E LI ^ 


—— NS 
T/2 


Fig. 4-24: Square Wave Generates Tone in Speaker 
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The tone will be generated at the speaker by sending it a square 
wave of the required frequency. This is illustrated by Fig 4-24. The 
timer can be used to generate this waveform automatically. In order to 
obtain this result, we will set the appropriate bits in the control register 
ACR (see Fig 4-25), then simply control the length of time during 
which this tone or wave form is generated. The actual timing diagram 
appears in Fig 4-26. $2 at the top of the illustration is Phase 2 of the 
system clock. In most standard 6502 systems the clock has a 1 micro- 
second period. The pulse generated by this timer appears on the PB7 
output pin. It will last N + 1.5 subcycles, where N is the value depos- 
ited in the counter. This is because the counter of the timer decrements 
from N down to 0, and inverses the output port with the next high-to- 
low transition of the clock. This is illustrated on Fig 4-26. An interrupt 
(IRQ) is also generated at the same time, but will not be used here. 


Т2 
n ON SHIFT REGISTER 


CON- 
CONTROL | TROL 


Fig. 4-25: 6522 Auxiliary Register 


cni 
(М) (4-1) (0) 1:5) 

ф? 
WRITE 
ТІС-Н 
PB? 
OUT 

BG — —— N + 1.5 cycles —_ — N+ 2сусі — —  .3h 


— ا ا‎ Т: 1271 
ош 


Fig. 4-26: Timing Diagram for Tone Generation 
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In order to use the timer, we must, therefore, deposit an appropri- 
ate value N in its counter. However, as soon as the contents of the 
counter are written, the counter starts running. Since the counter is a 
16-bit register, we cannot load it in a single data transfer from the 
microprocessor. It must be latched. The timer is, therefore, equipped 
with an internal 16-bit latch called TIL. The low part of the latch is 
called T1L-L, while the high part of the latch is called TIL-H. The 
value М will be deposited in TIL-L and in TIL-H. At this point the 
16-bit contents are specified but nothing happens yet. In order to start 
the timer, we will give a special:command which will transfer the con- 
tents of the latch into the actual counter. This is the ‘‘write ТІС-Н” 
command which appears on the fourth line of Fig 4-27: 


LDA AVALUE LO 

STA $A006 LOAD LOW LATCH 

LDA AVALUE НІ 

STA $A007 LOAD Hi LATCH 

STA $A005 TRANSFER LATCH — START 


Fig 4-27: Program to use Timer 1 


SET ACR6 AND 
ACR7 TO “1” 
= SET FREE RUNNING MODE 


STORE VALUE 
IN LATCH 


LOAD IT 
INTO COUNTER 
= START ТОМЕ 


РЕАУ ТОМЕ РОК 
DURATION “DELAY” 


TURN OFF ACR7 
= STOP TONE 


| 


OUT 
Fig 4-28: Generate Tone of Set Duration with Timer 1 
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The sequence of events to use the timer should now Бе clear. It is de- 
scribed on the flow chart of Fig 4-28. First, we will set the appropriate 
bits of the control register ACR to the required values. The timer 
operates in ‘‘free-running’’ mode where it generates а square output 
on PB7. This is obtained by setting bits 6 and 7 of ACR to “0” and 
“1” (see Fig 4-29 and 4-30). Next, the appropriate value N will be 
stored in the latch. Then, it will be transferred into the counter itself to 
Start it. This will be the starting point for the tone being generated. 
Every time that the counter decrements to zero, it will reload the value 
stored in its latch register automatically. The timer will therefore from 
now on automatically generate a square wave with a half-period of 
approximately N 4-2. (This is approximate because the low part of the 
pulse has an М + 1.5 duration whereas the upper part of it has an М + 
2 duration). 


ACR 7 ACR 6 MODE 
OUTPUT FREE RUN 
ENABLE ENABLE 


Generate continuous INT 
FREE RUN) PB7 disobled. 
Generate INT and output pulse on PB7 everytime 
ONE-SHOT) T! is loaded. 
= one-shot and programmable width pulse. 
1 Generate continuous INT and square wave 
(FREE RUN) output on PB7. 


Fig. 4-29: 6522 ACR Selects Timer Modes 


0 Generate time out INT when TI loaded 
(ONE-SHOT) PB7 disabled. 

] 
( 

0 
( Š 


ACR 


О: ONE-SHOT MODE 
1: FREE RUNNING MODE 


О: OUTPUT TO PB7 DISABLED 
1: OUTPUT TO PB7 ENABLED 


Fig. 4-30: Bits 6 and 7 of ACR 
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LINE 


¿THIS IS А ЗУРЕОСТІМЕ WHICH АССЕРТЗ ASCII CHARACTERS 
PIN THE RANGE 2CH "D SAH (FLUS 20H FOR SPACE; AND FLAYS 
THEIR MORSE COLE EQUIVILENT ON A SFEAtFF НСОФЕГ ӘР TO 
FR?» &522-UZT. IT ALSO TURNS ON AND OFF РИО. 5522- 
+025, АМП WITH A SUITABLE DRIVER: THIS RIT CAN NET А 

$ TEANSMITTER, а MAIN FROGRAM WILL CALL THIS SUBFOUTINE 
WITH THE ASCII CHARACTER TM THE ACCUMULATOR. 

PEXAMFLES OF THE MAIN FROGRAM WOULD BE ONE THAT 

GETS INFUT FROM A'TERMINAL AND SENDS MORSE CODE OUT 
THROUGH THIS FROGRAM, ПЕ A PROGRAM WHICH RANDOMTZES 

$ А SERIES A CHARACTERS AND SENDS THEM FOR CODE FRACTICE. 
;THE FORMAT FOR THE MORSE CODE CAHRACTERS IN THE TABLE 
#15 : MOVING FROM LEFT YO RIGHT » THE FIRST HIGH 

ВІТ (А ONE) IS THE START ВІТ, ANN АРТЕК THIS ¢ 

EACH ONE IS а DASH. АМП EACH ZERO 15 А ПОТ. 


SPEED-$FO 
COUNT=$F 1 
СНАК«%Ғ2 
.<%4300 
MORSE CMF $420 ilf а 5РАСЕ, ПО SPACE ROUTINE 
HEG SFACE 
CHF $*2C SEE IF SCIL COPE 
ВСС ЕХІТ ; IS LESS THEN 2CH» AND RETURN IF SD. 
CMP %ө5н +SEE IF ASCII CODE IS OVER 
BCS EXIT 4 таң: AND RETURN IF SD 
ТАХ PUT CODE IN INDEX REGISTER 
LDA ТАБІЕ-62С,Х GET MORSE CHARACTER 
LDY #36 jNUMEKER OF BITS ID BE ROTATED FROM ACCUSULATOR 
STY COUNT 
STARTB ASL A 
DEC COUNT 
ВСС STARTER PSHIFT A UNTIL START BIT FOUND 
5ТА CHAR 
NEXT ура CHAR 
ASL A NOW SHIFT OUT MORSE CODE (і ПАН, O-DOT) 
STA CHAR 
{рү 691 РОТ: 1 TIME РЕК100, ГЕР ДТ TO ГОТ 
ВСС SEND ІР CARRY CLEAR» ТТ 
LLY #93 #ELSE ПАСН {3 TIME FERIDUS) 


$ THIS SECTION SENDS A HIGH OUTFUT FOR (Y REGISTER ) NU 
OF TIME FERIOLS, AND THEN а LOW FOR 1 TIME РЕКТОР. 
SENG (ПА #%СО 


STA %АООВ SET TIMER MODE TOFFEE RUNNING MODE 
LDA #80 і THIS UAL UIE, 
STA %А006 
LDA #504 ; AND THI” VALUE nFTEFMINU ТНГ TONE 
STA $5007 Н nf THC OUTPUT CAP RR OAH < 
STA $5005 FTHIS STA: TS TOME 
{ГА $51 РТЫКН ON OUTPUT BIT-FEO 
STA $2000 
JSR DELAY PDELAYFOR ELEMENT TIME ҒГЕТОВ 
Lia $*0 
STA 84008 TUEN OFF ТОМЕ 
STA %а000 STURN OFF ПЫТРОТ REF "Ено) 
ШҮ 6901 
JSR DELAY | PUELAY FOF 1 TIME FERIOD(SFACE LETWLEN ELEMENTS) 
BEC COUNT sNECREMENT COUNT -SEE LF B BITS WERE ROTATED 
BNE NEXT $ IF МОТ, DO ANOTHER ELEMENT 
FINISH LDY 942 $DELAY FOR (TWO HERE PLUS PREVIOUS SPACE 
JSR DELAY $ Ат END OF LOST ELEMENT) TIME PERIODSCSPACE ВЕТ 
EXIT RYS | 
$ THIS DELAYS FOR (Y REGISTER) @SFEEL®.004 SECONDS 
DELAY TYA 
ASL A 
ASL А 
TAY 
оз LUA SFEEL 
р LIX BAFA 
ny D£ x 
RNE 01 
SEC 
SBC 641 
BNE р? DELAY FOR 7 TIME PERIODS 
ПЕТ ; (SPACE BETWEEN WORDS) 
BNE n3 JRETURN FROM MORSE PROGRAM 
RTS 
SPACE LOY 967 
ASR DELAY 
RTS 


TAKLE «BYTE 873»631,%454,622»>93Ғ,%2Ғ 


BYTE %27,%423:%21.%20>930,%38 


«ВҮТЕ 93С, 636; 601, 601.901, 601 


BYTE %401»%4С»%01,%05,618,614 


Fig. 4-31: The Morse Program 
(Full-size listing in Appendix C) 
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0081 0386: 05 


0081 90389: ОС BYTE. %0С,%02»812,%0Е,4810»504 


0082 0386: 17 ‘BYTE %812,%00»%14,%07»,%06,%0Ғ 


0083 0395: 16 «ВҮТЕ 414.%10»%08»308»%03»%09 


0084 0398: 11 «ЕҮТЕ 811»%0В>%17»%1Е,81С 


SYMEOL TARLE: 


SPEED OOF 0 COUNT OOF 1 CHAR OOF? 
MORSE 0300 STARTH 0314 NEXT O31E 
SEND 0326 f INISH 0351 EXIT 0356 
DELAY 0357 n3 0356 п? 0350 
Di ОЗЕР SPACE O36H ТАКЕ Е 0371 


Fig. 4-31: The Morse Program (continued) 


The tone must be played during a set duration called here **DE- 
ГАҮ.” The duration of this delay can be implemented through soft- 
ware or hardware techniques. A software loop will be used in this pro- 
gram. Finally, the tone must be stopped when the specified delay has 
been achieved. This will be performed by turning off bit 7 of ACR. 

The reader should refer to the flow-chart of Fig 4-28 and make sure 
that he understands the sequence of actions necessary to use the timer. 
The actual implementation will be presented below along with the pro- 
gram. 


The Morse Program 


We will follow here the flow-chart which has been presented on Fig 
4-19 and develop the corresponding program. A number of specific 
techniques will be used in this program: | 

Indexed addressing will be used to retrieve the binary encoding of 
the Morse code for a given ASCII character. 

The hardware timer will be used to generate a tone of fixed fre- 
quency. A software delay will be implemented to regulate the duration 
of the tone. 
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Nested loops will be used to implement a multiplication in the delay 
loop. | 

Let us now examine the program. It assumes that the accumulator 
has been loaded with the value of the ASCII character whose Morse 
code is to be transmitted. (See memory map on Fig 4-18). For flexibil- 
ity, the speed of transmission is adjustable. It is expressed in units of 1 
milliseconds (.001 second). The variable “SPEED” at memory loca- 
tion ‘‘OOFO’’ must be set prior to entering this program. For example, 
if “SPEED” is set to the value 1000, the duration of a ‘e?’ will be 
1000 x .001 = 1 second. The program will reside in Page 3, starting 
at address ‘‘0300’’ hexadecimal. 

The beginning of the program is: 


SPEED = %00Ғ0 
COUNT = %00ҒІ 
CHAR = $00Е2 
* = $0300 


The first four lines are assembler directives. The first three direc- 
tives assign respectively the memory addresses OOFO, OOF1, OOF2, to 
SPEED, COUNT, and CHAR respectively. The fourth directive spe- 
cifies the value of the pseudo address-counter to be 0300 hexadecimal, 
1.е., specifies that the first executable instruction in the program will 
reside at memory address 0300. 

We must first check that the character in the accumulator is a legal 
code. This is accomplished by: 


MORSE CMP #$20 IS IT A SPACE CODE? 


BEQ SPACE 

CMP 232C ERROR IF LESS THAN 2С 
BCC EXIT 

CMP #$5B OR MORE THAN 5B 

BCS EXIT 


The first two lines check whether the character in the accumulator 15 
a “‘space’’ character (20 hexadecimal). If so, a delay of seven time 
periods is implemented followed by the normal delay between charac- 
ters. 

The next four instructions verify that the ASCII code is between 
“2C” and “SA” inclusive. This is the range of valid ASCII characters 
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for Morse transmission. If ап illegal character is found, an error is 
detected, and a jump occurs to location EXIT." In order to keep the 
program simple and educational, no specific action is taken here at 
location EXIT to flag the error. The reader is strongly encouraged (as 
an exercise) to add specific instructions at location EXIT which will 
flag the erroneous character found in the accumulator. In this pro- 
gram, there will simply be no transmission for this erroneous char- 
acter. 

Once a legal ASCII character has been found in the accumulator, it 
must be converted into the binary code which will be used to generate 
the sequence of sounds. The binary Morse code corresponding to 
every permissible ASCII character is stored at the end of the program, 
from memory location 36B to memory location 399. We would like to 
retrieve the first entry of the table for the ASCII character 2С, the 
next entry of this table for the next sequential ASCII character, and so 
on. This is a typical case where we wish to use indexed addressing. 
However, an extra problem arises here: the ASCII characters are num- 
bered from 2C on, rather than from “0” or from “1” on. The solu- 
tion is quite simple, and appears below: 


TAX 
LDA TABLE – $2С,Х 


The ASCII is transferred into the index register X so that it may be 
used as an offset. In order to take into account the fact that the charac- 
ters are numbered from 2C on, the base of the table is simply specified 
to be not the real base at address 36B, but the address table minus 2C 
(hexadecimal). The binary code can then be loaded in the accumulator 
with a single indexed memory access (see Fig 4-32). 


TABLE — 2C 


CHARACTER 


ASCII 2C 


TABLE”: 36A (FIRST CHARACTER) 


: CHARACTER 


Fig 4-32: Using Indexed Addressing to Retrieve Morse Code 


PA 
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Our binary Morse code is now in the accumulator. Let us recall here 
that this code contains a leading 1, which is the START bit, followed 
by the 0’s and the 1’s representing the dashes and the periods. Any un- 
used bits to the left of the START bit have been set to 0. The contents 
of the accumulator will, therefore, be shifted left until a START bit is 
found, then the ‘‘real’’ bits corresponding to the dashes and the periods 
will be used to generate sounds. The program is: 


LDY #$08 NUMBER OF BITS TO BE ROTATED 


FROM A 
STY COUNT 
STARTB ASL A 
DEC COUNT 
BCC STARTB SHIFT A UNTIL START BIT FOUND 
STA CHAR 
NEXT LDA CHAR 
ASL A SHIFT OUR MORSE CODE (1=DASH, 
0=DOT) 
STA CHAR DOT = 1 TIME PERIOD, DEFAULT 
TO DOT 
LDY #$01 


BCC SEND IF CARRY CLEAR, DOT 
LDY #$03 ELSE DASH (THREE TIME PERIODS) 


The index register Y would normally be used as a counter in order to 
stop the successive left shifts of A, once 8 bits have been shifted out. 
However, the SEND routine, which will generate the sound, requires 
that the Y register be loaded with a duration of the sound to be gen- 
erated. We can, therefore, not use index register Y for the purpose of 
shifting out the bits. The next idea that comes to mind is to reuse the 
index register X which is now available. Unfortunately, our conven- 
tion in this program is that the DELAY routine uses index register X. 
Since neither of the two Index Registers is available as a counter, we 
will have to use a memory location. This is location COUNT. An im- 
portant remark is that when writing the program, we might well have 
coded this portion of the program before coding routines SEND or 
DELAY. In such a case, we would probably have used index regis- 
ter X or Y here to store the number of bits to be shifted from the accu- 
mulator. Later on, we would have discovered the necessity of using 
these same registers in the routines SEND or DELAY. This is when 
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programming discipline takes its full importance. If it is found that 
other routines should require the use of X and Y, one must go back in 
the coding and change the code in the program that precedes by using 
a memory location named COUNT instead of a register. Forgetting to 
do this is unfortunately a classical error. In that case, the other rou- 
tines will accidentally destroy the contents of registers X and Y, anda 
severe programming error will occur. As a programming discipline, it 
is therefore strongly recommended fo write explicitly in the comments 
at the beginning of every routine which registers are changed or de- 
stroyed by this routine. The conventions for communicating and pass- 
ing information between subroutines or segments of a program should 
be completely clear before writing a new routine. 

The left-most zeroes contained in the accumulator are ignored and its 
contents are shifted out until a START bit is found. Once the START 
bit has been found, every bit shifted out of the left of the accumulator 
represents either a “-” or a **—" depending on whether it is “0” or 
“1.” Once the bit shifted out of the accumulator has been identified, 
we will go to location SEND in order to generate the appropriate tone. 
Since the contents of the accumulator will be changed by the subse- 
quent processing, they must be preserved in memory prior to going to 
SEND. This is the purpose of the second instruction STA CHAR. 


ADORESS WRITE READ 
TIL-L TIC-L/ 
t clear TI int flag 


- - 05 TIL-H + TIC-H ТІС-Н 


+ TI L-L mTIC-L 
+ clear TI int flag 
- - 07 TIL-H TIL-H 
t clear Tl int flag 
T2L-L T2C-C 
+ clear T2 int flag 
TIMER 2 


Т2С-Н T2C-H 
Fig. 4-33: Memory Map for Timer 1 


TIMER | 


T2L-L =T2CL 
+ clear Т2 int flag 
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Having thus preserved the accumulator’s contents at the memory loca- 
tion CHAR, the Index Register Y is loaded with the duration corre- 
sponding to the bit which just fell through the accumulator: а ‘1?’ if it 
was a dot, а ‘‘3’’ if it was a dash. The purpose of the STA CHAR, fol- 
lowed by LDA CHAR, which seems useless, is due to our desire to re- 
enter this program at “NEXT” with ап LDA CHAR instruction. 


The SEND Routine 


The SEND routine uses timer 1 of the 6522 to generate the tone of 
set frequency. The memory map for the timer appears on Fig 4-33. 
The timer must first be set in the free-running mode. This is accom- 
plished by: 


SEND ГОА #$С0 
STA #АООВ 


The value CO is deposited at address A00B which is the АСК or 
Control Register. It turns on bits 6 and 7 as required by the timer (see 
Fig 4-29 for details). The value 0400 hexadecimal is then deposited at 
memory addresses А006,А007: 


LDA #$00 
STA $A006 
LDA #$04 
STA $A007 


These memory locations are respectively the low and the high part 
of the TIL or latch. It sets the frequency of the tone to be generated. 
0400 hexadecimal is in binary: 00000100 00000000 or 1024. A half- 
period of the clock is approximately N + 2 or 1026. The period is 
therefore: 


T = 2052 microseconds 
And the frequency is N = 1 + T = approximately 500 HZ 


We must now start the tone and stop it after the specified duration. 
The tone is turned on by: 


STA $A005 
This instruction transfers the contents of the latch into the counter 
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register and starts the external waveform. We have indicated that 
this program also turns on “manually” PBO so that an external device 
such as a transmitter can be activated simultaneously with the genera- 
tion of the tone in the speaker. This is accomplished by: 


LDA #$01 
STA $A000 


It is assumed here that PBO has been configured as an output port 
prior to execution of this program. 

The duration of the tone is implemented by the subroutine DELAY: 
JSR DELAY. We will examine it below. Once the tone duration has 
elapsed, it must be turned off. This is accomplished by: 


LDA #$00 
STA $A00B TURN OFF TONE 
STA $A000 TURN OFF OUTPUT BIT (PBO) 


Finally, we must leave one unit of silence between two tones. This 
is implemented by: 


LDY 4501. 
JSR DELAY I-PERIOD DELAY 


Finally, we must decrement our bit counter, contained at memory 
location COUNT, in order to check whether any more bits need to be 
Shifted from the accumulator. This is accomplished by: 


DEC COUNT 8 BITS DONE? 
BNE NEXT IF NOT, GO BACK 


Once a complete character has been transmitted, two more units of 
delay must be implemented to separate this character from the next 
one. This is accomplished by: 


FINISH ГОУ #$02 


JSR DELAY 
EXIT RTS 
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The DELAY Subroutine 

This subroutine will implement a delay of: (contents of Y 
Register) X (SPEED) X .001 seconds. The delay will, therefore, 
be computed as the multiplication of three numbers. We will use 
here a special technique of nested loops in order to avoid performing 
a classical multiplication. The routine appears below: 


DELAY LDA SPEED 
D2 LDX #$FA 
D1 DEX 
BNE D1 
SEC 
SBC 4501 
BNE D2 
DEY 
BNE DELAY 
RTS 


The corresponding flow-chart appears on Fig 4-34. 


DELAY 


OUTER DELAY 
LOOP 


Fig. 4-34: Flow Chart for Delay 
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The first delay loop is the one corresponding to D1. Let us compute 
its duration (the time of each instruction is in parentheses): 


(3) LDA SPEED 

(2) LDX #$C6 C6 HEX = 198 DECIMAL 
(2) DEX 

(3) BNE D1 


The duration of the delay introduced by these first four instructions of 
the program is: 3 + 2 + (2 + 3) x 198 = 995 microseconds. 
The following two instructions are: 


(2) SEC 
(2) SBC #$01 


Their durations are two microseconds each. These two instructions 
add, therefore, an additional delay of 4 microseconds. They are used 
to subtract 1 from the content of the accumulator. This is because 
both Index Registers X and Y are already used in this program as 
counters, so that the accumulator must be used as a third counter. Un- 
fortunately, there is no decrement instruction which operates directly 
on the accumulator and a formal subtract instruction must be used. 
The reader will remember that the carry must be set prior to a sub- 
tract. This is the purpose of the SEC instruction prior to the SBC. The 
next instruction is: 


(2/3) BNE D2 


This is a second delay loop. Every time that the branch is successful, 
it requires three microseconds, and when it is not successful it requires 
2 microseconds. The total delay from the entry point DELAY to this 
point in the subroutine is, therefore, 995 + 7 = 1002 microseconds = 
І millisecond. 

A delay of 1 millisecond will be generated every time that the loop 
D2 is executed. Since D2 contains the value of SPEED, these two 
loops are implementing a delay of SPEED x .001 second, which is 
what we wanted. Once this total delay of SPEED x .001 second has 
been achieved, one more loop is implemented using the Y Register: 

DEY 
BNE DELAY 
RTS 
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This final loop multiplies the previous delay by the value contained 
in Register Y. At this point, we have obtained the desired total delay 
Y x SPEED x .001 seconds, and we return (RTS). 


Using the program. In order to use this program, it is suggested that 
you choose a slow transmission speed initially, unless you are familiar 
with Morse code, and that you generate a single character at a time. 
Once you see that your program works correctly, you should write a 
short subroutine which will feed characters to your Morse program. 
You can then verify that the Morse transmission proceeds correctly 
for any string of characters. | 


Exercise 4-2: Write a subroutine which will feed your program а String 
of N characters contained in a table starting at address TABLE. 


Exercise 4-3: Read the keyboard, and generate the corresponding 
Morse signals. 


TIME OF DAY CLOCK 


We will develop here a Time of Day Clock routine which will main- 
tain the time in hours, minutes, and seconds in three dedicated mem- 
ory locations. If desired, this program could be readily extended to 
store fractions of a second, or any other time unit desired. The mem- 
Огу map for this program appears on Fig 4-35. As usual, memory 
locations in Page 0 (zero) are reserved for the variables. The hours, 
minutes, and seconds are stored respectively at memory locations 
00Ғ4 (hexadecimal), 00Е5, OOF6. One more memory location is used: 
OOF7 contains the variable COUNT. 


CURRENT 
TIME 


PAGE % PAGE J TIMER 


Fig. 4-35: Time-of-Day Memory Map 


111 


6502 APPLICATIONS BOOK 


To start the clock, the program will be typed in, then the current 
24-hour time plus one minute should be entered in locations SECS, 
MIN, HOUR. 

Then A7 must be entered in location A67E (for SYM), and 03 in 
location A67F. This is an interrupt vector, and will be explained later. 
Finally, enter “СО 0390; then, at the exact time which has been en- 
tered in SECS, MIN, HOUR, press “СВ”, 

The correct time will be kept from now on by the clock in SECS, 
MIN, HOUR. 

The variable COUNT stores 20th of a second units. It is initialized 
with the value 20, then decremented every 20th of a second. The decre- 
mentation signal is a hardware interrupt generated by an interval timer 
contained in the 6522. The flow-chart for the program appears on Fig 
4-36. The first phase is the initialization phase where the timer is load- 
ed with the appropriate counter value to generate ап interrupt after 
50 milliseconds (1/20th of a second). Variable COUNT is initialized to 
the value 20, and the timer is started. 

Whenever the timer times out, 1/20th of a second has elapsed and 
an interrupt is generated. On receiving an interrupt, the microproces- 
sor will preserve its registers, reload the counter register of the timer 
with the appropriate constant for the generation of another interrupt 
50 milliseconds later, and start the timer. The memory location 
COUNT will be decremented, since a 20th of a second has elapsed. 
The value of this location will be tested for the value “0.” If it is not 
“0,” exit from this routine occurs. Whenever COUNT goes through 
the value “0,” it is reset to “20,” and the memory location SECS (the 
number of seconds) is incremented by 1. 

Every time that SECS is incremented by І, it is checked for the value 
“60.9” If the value 60 is reached, SECS must be reset to “0” and MIN 
(the number of minutes) must be incremented. Similarly, MIN must 
be checked for the value “60.7 If MIN has reached ‘‘60,”’ it is reset to 
“0” and the number of hours is incremented. If the number of hours 
reaches ‘‘24,’ it is reset to “0.” Exit from this routine then occurs. 
The program will remain dormant until the next interrupt is received. 
In order to display the contents of this time-of-day clock, the user 
needs simply to examine the contents of memory locations F4, F5, and 
F6. A display routine could also be written to display the value of 
these memory locations automatically. 

The program appears on Fig 4-37 and it is self-explanatory. The 
first segment of the program is the initialization segment INIT which 
sets the variable COUNT to “20” decimal = “14” hexadecimal. It 
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INITIALIZE COUNT TO 
20 (1/20 sec.) LOAD TIMER 
WITH 50 MS count 


START TIMER 


RETURN 


CLOCK 
(INTERRUPT) 


PRESERVE STATUS 


TICK OFF 1/20th sec. 
DECREMENT COUNT) 


COUNT = 0? NO 
t1 SECOND ELAPSED) — EXIT 
| ҮЕ5 


RESTORE COUN 
TO 20 


RESET MIN. TO ZERO 
INCREMENT HOURS 


i YES 
RESET HOUR TO 
ZERO 


RESTORE REGISTERS 


EXIT 
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LINES LOC CODE LINE 
FIRST LOAD А? IN LOCATION A67E, AND 03 IN ADIE 
0002 охо ;THIS IS А REAL TIME CLOCK ROUTINE W HICH MAINTAINS 
0005 — ою ITHE CURRENT TIME IN THE LOCATIONS SEC (00-6, MIN 
хм 0000 #0045). AND HOUR HOOF 4) (24 HOUR ТМЕЕ), ІТ IS BRANCHED TO 
0005 — 0000 ;BY THE TIME OUT OF THE INTERRUPT TIMER, WHICH 
0006 охо CAUSES AN INTERRUPT AND BRANCH TO THE CLOCK 
007 охо ;ROUTINE TWENTY TIMES PER SECOND. THE CLOCK ROUTINE 
0000 ою ТАМО INTERVAL TIMER MUST HE INITIALIZED FIRST THE 
209 охо :CODE 'INIT' DOES THIS, AND IT MUST BE BRANCHED TO TO 
юю охо START THE CLOCK TO INITIALIZE, PUT THE CURRENT TIME 
901! 0000 THE CLOCK ROUTINE WILL BE STARTED IN SEC, MIN, AND 
;HOLR, THEN ISSUE THE COMMAND “СО 0390 СИ" AT THAT 
EXACT TIME. NOTHING ELSE MUST BE DONE. 
0012 ою COUNT = $00F? СОСАТЕК FOR TWENTIETHS OF A SEC 
0013 000 SECS = $00F 6 CURRENT TIME | 
0014 охо MIN « SOOFS 
0015 — оо HOUR = $00F4 
0016 — 0000 АСИ = SAQ0B ‘TIMER MODE REGISTER 
0017 0000 TILL = AON LOW ORDER TIMER CONSTANT 
0018 0000 TI! HC = $A005 ;HIGH ORDER TIMER CONSTANT 
0019 ао * = $0390 
000 0% A9 14 INIT LDA 2514 SET ТО FIRST TWENTY 
9021 0392 "г" STA COUNT ‘COUNTS 
0022 034 — SD OB AD STA ACR SET BITS а АМО710% 
ПМ ACR 
0023 0397 A9 CO LDA 500 SET BITS $ AND 7 HIGH IN 
0024 099 | BED OE AO STA $A00E€ ТНЕ INTERRUPT ENABLE 
;REGISTER (TO ENABLE 
INTERRUPTS FROM TIMER 1) 
0025 039€ А950 LDA #550 STORE C350 IN TIMER 
0006 0395 — 81206 Аб STA TILL ; (DELAY CONSTANT FOR 
0027 ОА: ASO) LDA FSC ; OMS) 
0028 (АЗ — 8005 Аб STA TIHC ПН STARTS TIMER 
0099 оле w RTS ;RETURN TO MONITOR 
00 ол? ш CLOCK PHP SAVE STATUS 
0031 O3A8 4 РНА 
0032 блә FW SED 
0033 ОАА А9% LDA #$50 STORE C350 IN TIMER 
004 ОАС  1D06A0 STA TILL ; (DELAY CONSTANT FOR 
0035 ОАР  A9C3 LDA f$C1 30 MS) 
0% OBI aD OS AO STA TIHC ;THIS STARTS TIMER 
003? 0384  C6F7 DEC COUNT :DECREMENT COUNT OF 
‘TWENTY 
0034 0386 роз: ВМЕ ЕХІТ ІЕХІТ IF WE HAVE NOT 
¡COUNTED TO TWENTY YET 
0039 OB А914 LDA #514 ELSE RESTORE COUNT— 
0040 ОЗА ар? STA COUNT А FULL SECOND HAS PASSED 
0041 BC А90І LDA 4801 
042 ОЕ 1 CLC 
0043 — (BF 65% ADC SECS ADD 1 TO SEC 
0044 OX! F6 STA SECS 
004 053 соб CMP #560 ;SEE IF 60 SECONDS 
006 ФС) роз ВМЕ ЕХІТ ШЕ NOT, EXIT 
0047 0X7? А900 LDA #500 ;ELSE RESET SECONDS ТОО 
004 099 SFe STA SECS 
0049 — (CB A90! LDA 4521 
0050 OCO I CLC 
0031 OCE 65Р5 ADC MIN :AND ADD 1 TO MINUTES 
0052 0300 — 8525 STA MIN 
0033 0302 cse СМР #360 :SEE IF 60 MINUTES 
0054 0304 DON ВМЕ ЕХІТ ИЕ NOT, EXIT 
0055 0306 А900 LDA #500 
0056 03058 р STA MIN ;ELSE RESET MINUTES TOO 
0057 MDA  A90i LDA #50) 
0058 ОС 18 сіс 
0059 0300 65F4 ADC HOUR (АМО ADD | TO HOUR 
0060 ODF aspa STA HOUR 
0061 DEI сем СМР #524 ‘SEE IF 24 HOURS 
0062 033 ром ВМЕ ЕХІТ ЯР NOT, EXIT 
0063 — O3ES А900 LDA #300 
004 03Е7 ара STA HOUR ELSE RESET HOUR ТОО 
0065 OE в ЕХІТ PLA ;RESTORE STATUS 
0066 OEA 2 PLP 
0067 MEB 4 RTI 
ERRORS = 0000 «0000» 
SYMBOL TABLE 
SYMBOL VALUE 
АСА А0ОВ CLOCK 03А? COUNT OF EXIT WES 
HOUR бОР4 ІМІТ 0390 MIN 00F5 PLS GEA 
SECS OOF TIHC AG05 TILL ADOS 
END OF ASSEMBLY 


Fig. 4-37: The Time-of-Day Program 
(Full-size Listing in Appendix C) 
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also loads the timer with the appropriate count to generate a 50 milli- 
second delay. The memory map for the timer appears on Fig 4-35. 
Timer 1 of the 6522 is used. The table showing the bits for condi- 
tioning this device appear on Fig 4-25 and 4-29. This timer can be used 
in either a one-shot mode or a free-running mode. In a one-shot mode, 
a single interrupt (and possibly an output pulse on PB7) will be gener- 
ated every time that the internal timer’s counter decrements to 0 
(zero). In the free-running mode, the counter will be automatically re- 
loaded from the internal latch and continuous interrupts (and possibly 
a pulse on PB7) will be generated. Since the output pin PB7 is not used 
in this application, bit 7 of the ACR (auxiliary control register) will be 
set to “0”, There is then a choice between a one-shot mode and a free- 
running mode. In the one-shot mode, the counter must be explicitly 
reloaded every time an interrupt is generated. In the free-running 
mode, the timer will automatically reload the internal counter from its 
latch. However, the interrupt flag must be cleared explicitly either by 
writing into T1C-H or by modifying the interrupt flag directly. The 
two options are essentially identical in terms of programming effort. 
The free-running mode may yield a more accurate time measurement, 
since the timer runs continuously and automatically going from the 
value “0” to the value corresponding to the 50 millisecond delay. 
Since a free-running mode has been used in the Morse program, we 
will use here a one-shot mode. The reader is encouraged to try using 
the alternative mode as an exercise. Using the one-shot mode is speci- 
fied by setting bit ACR6 to “0”. All other bits of the ACR register аге 
not used here and will be set to ‘‘0’’. Bits 7 and 8 are set to “0” in 
ACR, specifying the one-shot mode with PB7 disabled. 


Next, the interrupt flags register must be properly conditioned. 
When read, this register is viewed as the Interrupt Flag Register, IFR. 
When written into, it is called the Interrupt Enable Register, ТЕК. In 
order to set specific bits of the IER, bit 7 of IER must be set to 1. For 
each “1” specified in register locations 0 through 6, а ‘‘1’’ will be 
written in the register, enabling the appropriate condition. А “0”? in 
any bit position will not clear the specified bit position in the IER reg- 
ister, but leave the contents unchanged. Clearing is accomplished by 
specifying a ““0”” in bit position 7 and then specifying а “1?” for every 
bit position that needs to be cleared. In this instance, we simply want 
to enable an interrupt from timer T1. We will therefore write at the 
memory location corresponding to IER the value “11000000,” or 
“С0” hexadecimal (see Chapter 2 for detail). 
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Finally, we must load the appropriate constant in the timer to gen- 
erate the delay which will generate and interrupt after 50 milli- 
seconds. The value C350 hexadecimal (=50,000 decimal) is there- 
fore loaded into the counter. It will be noted in the routine INIT that 
first the low part of the latch is loaded, then the high part of the coun- 
ter is loaded. Loading into the high part of the counter results in trans- 
ferring the lower part of the latch automatically to the lower part of 
the counter and starting the timer at the same time. 


The INIT subroutine appears below: 


COUNT = $00F7 1/20 THS OF A SECOND 


SECS = $00Е6 

MIN = %00Е5 

HOUR = $00F4 

ACR = $A00B TIMER MODE REGISTER 
TILL = $A006 LOW ORDER TIMER CT 


TICH = $A005 HIGH ORDER TIMER CT 


INIT LDA 4/$14 FIRST 20 COUNTS 
STA COUNT 
STA ACR ВІТЅ8 AND7 LOW IN ACR 
LDA #$C0 BITS 8 AND 7 HIGH 
STA $A00E IN INTERRUPT ENABLE REGISTER 
LDA #$50 | STORE C350 IN TIMER 
STA TILL (СТ FOR 50 MS) 
LDA #$C3 
STA TICH START TIMER 
RTS 


The initialization has now been completed, and the main program is 
executed from location CLOCK on. It will be noted that all additions 
within the routine CLOCK are performed in decimal mode. This is 
why the decimal flag is set with instruction SED. This way, when dis- 
playing the contents of the memory locations, they will be displayed 
one digit per LED in the usual decimal manner rather than in hexa- 
decimal format. 

Following execution of the INIT subroutine, a return occurs to the 
monitor. Provided no key is touched on the keyboard, nothing will 
happen until an interrupt time-out occurs. Upon detection of the 
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interrupt, an automatic branch will occur to the clock. Whenever an 
interrupt occurs in the 6502, it branches automatically to memory loca- 
tion FFFE,FFFF where it finds the interrupt vector, i.e., the next 
address to be installed in the program counter register. On the 
SYM, the user pre-loads memory locations A67E and A67F with 
the desired interrupt vector. The SYM monitor, which is in execu- 
tion at all times that the user program is not running, duplicates 
automatically the contents of memory locations A600 through A67F 
at addresses FF80 to FFFF. Thus, the contents of A67E and A67F are 
automatically copied by the SYM monitor to memory addresses 
FFFE, FFFF. At the time the interrupt occurs, it will branch to FFFE, 
FFFF, and it will find there the 16 bit contents to be installed in the 
program counter register. 

CLOCK is the interrupt routine which is entered every time the 
interrupt is received. It saves the registers P (the status register) and 
A (the accumulator). It does not need to save the other registers as 
it will not be needing them. 

It then reloads the timer counter with the value C350 hexadecimal 
= 50,000 decimal and starts the timer again. Loading the counter 
automatically clears the previous interrupt. 

The routine then checks successively whether the variable COUNT 
has reached the value “20”, the variable SECS has reached the value 
“60”, the variable MIN has reached the value “60”, or the variable 
HOUR has reached the value ‘‘24’’. If any one of these variables has 
reached its limit value, it is reset to ‘‘0’’, as indicated in the flow-chart 
of Fig 4-36, or the program of Fig 4-37. 

Finally, the routine exits by restoring the two registers it had saved, 
A and P, and executing an RTI (Return From Interrupt). 


A HOME CONTROL PROGRAM 


A generalized home control program will monitor the status of a 
Time of Day Clock, as well as the status of an alarm system, and take 
various actions depending on the time of the day or on the alarm con- 
dition detected. We will use here the time of day clock program which 
has been developed above, display the time of the day, then depending 
upon the time of the day, specific actions will be taken by closing one 
or more relays. The program appears on Fig 4-38. The data-direction 
register of Port B is set to OF hexadecimal in order to enable the four 
low order bits for output (for the relays). Clearly, only those bit posi- 
tions actually connected to relays should be specified as outputs. The 
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others should remain inputs. As usual, as a precaution, an explicit in- 
struction is included in the program to turn the relays off. This is per- 
formed by depositing the value 00 hexadecimal at the memory loca- 
tion for IORB (Address АС00). 

Two built-in routines of the SYM monitor are used by this program 
to facilitate the output. The accumulator is loaded from memory loca- 


LINE # LUC CODE LINE 

алу UBUD EHIS № А SIMPLE HOME CONTROL ROUTINE WHICH RUNS 

аз ан THROUGH А LOOP EACH TIME THROUGH И DISPLAYS ГНЕ 

Ам ТҮ X URKENT TIME AND BRANCHES ТО A NUMBER OF USER 

SUBROULLINES 

A мам МЕН МЕҢУІСЕ DEVICES. 

олю uuu EXAMPLES: 

ою? UUUD dj А SUBROUTINE COULD CHECK THE CURRENT TIME AND 

ада алю TURN ON A LIGHT IF THE TIME WERE RIGHT. 

йд» шу 12) A SUBROUTINE COULD MONITOR THE STATUS OF AN 

ино үт] ; ALARM SYSTEM AND LAKE APPROPRIATE ACTION IF AN 

wil о») INTRUDER WERE DETECTED. 

ші: uU DDKB е зА СО 

ан) аш IORB ^ SACOD 

wie UU HOUR 8554 

WS ах MIN = OFS 

QUIA 00 OUTBYT a $42FA 

ол? аж) SCAND = $8906 

ина ХХХ) + = $0200 

у олю De CONTRE CLD ; 

бодо U201 AY OF LDA гБ ;ЗЕТ DATA DIRECTION 

02! 0203 BD 02 AC STA DDRB ;REGISTER TO OUTPUT FOR 
RELAYS 

0022 U206 А9 0 LDA #$00 

0923 чан BID QU AC STA IOAB ;TURN OFF RELAYS 

Oud aun АЗЕ (OOP LDA HOUN ;THIS IS THE MAIN CONTROL 
Loop 

0025 ФИИ) WEAK ISR OUTBY f OUTPUT CURRENT HOUR TO 
DISPLAY 

0026 0210 AS F$ LDA MIN 

9927 0212 20 РА 2 ік OUTBYT OUTPUT CURRENT MINUTE 
TO DISPLAY 

ous ші) Jp 06 BY JSR SCAND REFRESH (LIGHT) DISPLAY 
WITH ПМЕ 


.HYTE SEA,SEA,SEA 


BYTE $EA,SEA,$EA 


ВУТЕ SLA SEA SEA 


uui Ut EA 
ою)! 0220 LA 
0031 022; kA BYTE SEA SEA SEA 


BYTE $tA SEA, SEA 
ІНЕ USER CAN PLACE 


wu) 225 LA 
JUMPS TO 

аш) 0216 LA SUBROUTINES HERE TO SER. ` 
VICE DEVICES 


BYTE SEA SLA,SEA 


.BYTE SEA SEA SEA 


BYTE SEA. SEA SEA 


зе ur БА 
uu)? 4» kA BYTE SLA SEA SEA. 
44037 $231 EA 


BYTE SEA, SEA SEA 
4C UB 02 


IMP LOOP 


ЕККОКУ = АИ (АДАД > 


Fig. 4-38: Home Control Program 
(Full-size Listing in Appendix C) 
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SIMBOL TABLE 
SY Athai YAI UE 


ОМИ DNK) DDRU АСУ? HOUN Юа iORB Асю 
LOOP одон MIN 5 OUTBYT #2 ФА SCAND 3906 


END ОҒ ASSEMBLY 


Fig 4-38: Home Control Program (continued) 


tion HOUR which contains the time-of-day expressed in hours (see 
the time of day routine), then a call is made to subroutine OUTBYT 
which results in displaying the HOUR on the board’s display. 
Similarly, the minutes are displayed by loading the accumulator 
from memory location MIN and calling OUTBYT. 

The OUTBYT routine is contained at memory location 82FA of the 
monitor and displays the contents of A as two hex digits. Next, the 
routine SCAND of the monitor (at memory address 8906) is used to 
scan the display once. Once the time has been displayed, an appropri- 
ate jump instruction will be executed if some set condition is met. 
Since these conditions will vary with each application, they have been 
left blank in the program and should be filled in by the reader. As an 
exercise, it is suggested that the relays be turned on at 2 or 3 specified 
times a few minutes apart. The noise made by the relays when closing 
indicates that the program is working correctly. This should be done 
prior to attaching any actual device to the relays. 


A TELEPHONE DIALER 


We will develop here a program capable of dialing a number once it 
has been deposited in the memory. With a regular telephone (rotary 
dial), pulses are merely sent on the line. This should be simple at this 
point, and we are going to develop here a program capable of generat- 


Fig. 4-39: The Telephone Frequencies 


119 


6502 APPLICATIONS BOOK 


ing the tone frequencies used in the U.S. for touch phones. The table - 
of telephone frequencies appears on Fig 4-39. Each digit will cause 
two tones to be generated. The various frequencies have been chosen 
carefully by the telephone company in order to avoid the possibility of 
spurious harmonics, and to use the smallest bandwidth possible. They 
range from 697 Hertz to 1477 Hertz as indicated on the illustration. 

Our program will generate two tones simultaneously, which will be 
fed into the same speaker. The frequencies will have to be accurate in 


DIGIT POINTER = 0 
GET DIGIT 
INCREMENT DIGIT POINTER 


LAST (RIGHT YES 
Өш 
МО 


MULTIPLY NUMBER ВУ 
4=INDEX 


SET TIMER MODES FOR 
ТІ AND T2 
GET TONE 1 
PUT IN TIMER 1 
GET TONE 2 
PUT IN TIMER 2 
GENERATE TONE FOR 
SET DURATION 


TURN OFF 
BOTH TIMERS 


WAIT FOR SET 
DURATION 


Fig. 4-40: Phone Dialer Flow Chart 
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order to be recognized by the telephone switching equipment. This 
result can be obtained by using two timers. We will use here Timer A 
and Timer B of our microprocessor board. Each timer will generate a 
frequency, and the output of both timers will be sent to the loudspeak- 
er. For more reliable results, the use of an operational amplifier for 
the speaker is strongly recommended. However, the program would 
remain unchanged. The flow-chart for the program appears on Fig 
4-40. The number of digits for the telephone number is irrelevant. 
This program will accommodate a telephone number of any length. 
The first digit to be ‘‘dialed’’ is obtained from the memory. An equiv- 
alence table is kept in memory, which specifies the periods for the two 
tones to be generated for each digit. More precisely, this table specifies 
the half period, and since two tones are associated with every digit, 
this table will use four bytes for every digit. The value of the digit 
must therefore be multiplied by four in order to be used as an index 
to this table. 

The two table values will be obtained and loaded respectively in 
Timer A and Timer B which will be started. The two tones will then be 
generated automatically for a specified duration (say half a second or 
one second). Then a silence interval will be enforced, and the next 
digit will be fetched from memory. The process will be repeated until 
all digits have been dialed. The flow-chart is straightforward. Let us 
ОР now the program. Тһе complete program is shown on Fig 


LENE # 


š 


LINE 


{ТН!5 JS A PROGRAM WHICH DIALS PRE STORED 

‘TELEPHONE NUMBERS. IT PRODUCES A TWO TONE OUTPUT 

THROUGH A SPEAKER HOOKED UP IN CONFIGURATION 2 

ATWO TONES—SEE SPEAKER). THESE TONES WILL ACTIVATE 

А STANDARD TOUCH TONE PHONE WHEN THE SPEAKER IS 

PLACED DIRECTLY OVER THE MOUTH PIECE OF THE TELE- 

;PHONE. 10 USE THE PROGRAM, PLACE THE PHONE 

NUMBERS) ANYWHERE IN MEMORY, ONE DIGIT PER BYTE, 

АМО ENDING WITH OF (HEX). FOR EXAMPLE, THE NUMBER 

{5553-1212 WOULD BE 05 05 05 01 0201 02 OF (ALL НЕХ) IN 

MEMORY. THEN PLACE THE ADDRESS OF THE NUMBER, 

;LOW BYTE FIRST, IN THE LOCATIONS 0000 AND 00CI. 

‘THEN EITHER GO TO THIS ROUTINE FROM THE MONITOR 

(ОЯ JSR TO IT FROM ANOTHER PROGRAM. 

NUMPTR » $00CD ‘THIS POINTS TO THE ADDRESS ОҒ 
;THE TELEPHONE NUMBER 

ONDEL « $40 ;THIS IS THE DELAY CONSTANT FOR 
‘THE TIME WHEN THE 

OFFDEL » $20 ;DELAY CONSTANT FOR THE TIME 
;WHEN THE TONES АВЕО 

DELCON = $FF GENERAL PURPOSE DELAY 
:CONSTANT 

АСК! = ЗАСОВ ;THESE АКЕ THE TIMER MODE 
REGISTERS (TIMER 1) 

ACR2 = JACOB ATIMER 2) 

TICH = $4005 ‘THIS 15 THE TIMER i COUNTER 
(HIGH BYTE) 

TILH = 34007 TIMER 1 LATCH (HIGH BYTE) 

TILL = $4004 ; (LOW BYTE) 

ТСН = $ACO5 АМЕ AS TIMER 1 — FOR TIMER 2 


0003 


ТІН = SACO? 
TALL = АСМ 
° = $0300 
AD 00 PHONE  LDY #500 INDEX FOR DIGITS OF 
:PHONE NUMBER 
0029 0302 Bi CÛ DIGIT LDA ФАМРТАУ, У GET DIGIT 
0030 0304 са INY 
C» OF СМР #%0Р SEE IF END OF PHONE 
:NUMBER 


Fig 4-41: Phone Dialer Program 
(Full-size Listing in Appendix C) 
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0032 
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037А 
(37B 
037C 
0370 
037E 
037Е 
0380 
өз 


DO 03 


ОА EA EA 


DA EA EA 


AA 
A9 CO 
8D OB AO 


8D 0B AC 
BD 5D 03 


80 04 А0 
Ea 
BD 3D 03 


BD 07 А0 
ED 05 АО 


Es 
BD 5D 03 


8D 04 AC 
ЕВ 
AD $D 03 


Do AC 
ID 05 АС 


A2 40 


20 55 03 
СА 

DO FA 
A9 00 

ВО OB AO 
8D 0B AC 
A220 


205503 
CA 

DO FA 
4C 0203 


BNE NOEND 
RTS 


NOEND ASI А 


ASL A 


TAX 
LDA HCO 
STA ACR! 


STA ACR2 
LDA TABLE,X 


STA TILL 
INX 
LDA TABLE.X 


STA TILH 
STA TICH 


INX 
LDA TABLE,X 


STA T2LL 
INX 
LDA TABLE,X 


STA NILH 
STA T2CH 


LDX #ONDEL 


ом ISR DELAY 
DEX 
BNE ON 
LDA #300 
STA АСК! 
STA АСК 
LDX #OFFDEL 
OFF JSR DELAY 
DEX 
BNE OFF 
JMP DIGIT 


;RETURN 1$ SO (TO 

: MONITOR OR CALLING 

;PROORAM) 

:MULTIPLY NUMBER BY 

;FOUR TO INDEX TABLE 
(EACH TABLE ENTRY IS 

; A BYTES) 

$X = INDEX FOR TABLE 


SET TIMER MODE TO FREE 
;:RUNNING ON BOTH TIMERS 


;GET LOW ORDER, FIRST 
ТОМЕ 
:STORE ІМ TIMER | 


GET HIGH ORDER, FIRST 
ТОМЕ 

STORE TIMER І 

iTHIS STARTS TIMER 1 
‘GOING 


СЕТ LOW ORDER, SECOND 
ТОМЕ 
‘STORE IN TIMER 2 


СЕТ HIGH ORDER, SECOND 
;TONE 

STORE IN TIMER 2 

ТНІ5 STARTS TIMER 2 
iGOING 

‘GET TONES-ON DELAY 
“CONSTANT 

;DELAY WHILE ТОМЕ IS ON 


‘TURN BOTH TIMERS OFF 


iGET TONES-OFF DELAY 
CONST ANT 
;DELAY WHILE TONE 15 OFF 


СО BACK FOR NEXT DIGIT 
‘OF PHONE NUMBER 


ИН IS A SIMPLE DELAY ROUTINE FOR THE TONE ON AND 


;OFF PERI 


DELAY LDA SDELCON 
WAIT SEC 
SBC #50) 
BNE WAIT 
RTS 


ЮЕТ DELAY CONSTANT 
DELAY FOR THAT LONG 


;THIS IS A TABLE OF THE CONSTANTS FOR THE TONE 
‘FREQUENCIES FOR EACH TELEPHONE DIGIT. THE 
:CONSTANTS ARE TWO BYTES LONG, LOW BYTE FIRST. 


TABLE 


-BYTE 113,$02,5$76,$01 


-BYTE SCD,$02,59E.30) 


‘BYTE $Ср,902,576.301 


‘BYTE $CD,$02,$53,$01 


-BYTE $89.$02,59E,$0) 


-BYTE $89.$02.$76,$01 


-BYTE 559.502 553, 50! 


-BYTE 34В,502,59Е 50! 


-BYTE ўв 502 576, 501 


BYTE 548,502,552,501 


;TWO TONES FOR ‘0° 


:TWO TONES FOR 't^ 


Q 


40% 


Fig 4-41: Phone Dialer Program (continued) 
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ERRORS = 0000 <0000> 
SYMBOL TABLE 
SYMBOL — VALUE 


АСК! ав ACR2 ACOB DELAY 0355 DELCON ФЕРЕ 
F 


Dicit 0302 NOEND 030A NUMPTR  00CU OFF 034C 
OFFDEL 0020 ON эс ONDEL 0040 PHONE 0300 
TicH A005 TILH AUD? TILL A004 тсн AC05 
T2LH ACU? TALL АС» TABLE 0350 WAIT 0357 


END OF ASSEMBLY 


Fig 4-41: Phone Dialer Program (continued) 


Register Y is used as a pointer to the current digit of the telephone 
number being dialed. It is first initialized to 0: 


PHONE LDY 8500 


© 


ом NN 
отт | 
Fig 4-42: Telephone Dialer: 
Indirect indexed ШЕ 
Access (top) and Memory 
Map (bottom) ти 
aaa 


Next, the digit is obtained, using an indirect indexed addressing tech- 
nique (see Fig 4-42). It is assumed that the complete telephone number 
has been stored sequentially starting at address “МОМРТЕ”, and is 
terminated by the value ‘‘OF’’, which indicates the end of the tele- 
phone number. 


DIGIT LDA (NUMPTR), У GET DIGIT 
The index register Y is then incremented, so that it will point to the 


next digit the next time around. We check if the last digit (‘‘OF’’) has 
been found, and, if so, the program terminates: 
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INY 

СМР #0Е 
BNE NOEND 
RTS 


We will assume that we have not yet reached the last digit of the tele- 
phone number, and we will proceed. The value of the digit itself must 
be multiplied by four since we have already pointed out that the equiv- 
alence table between the digits and the half periods contains four 
bytes per entry. The multiplication by four will be performed by two 
successive left shifts. The result will then be stored in register X so that 
it can be used as an index: 


NOEND ASL A 


ASL A 
TAX 
Next, both Timer A and Timer B are set to the free running mode: 
ГРА %5С0 
STA ACRI 
STA ACR2 


EQUIVALENCE 
TABLE 


4 BYTES 
PER ENTRY 


{digit 3 is being dialed) 


Fig. 4-43: Loading the Timer 


They are then loaded each with the half-period retrieved from the 
equivalence table (see Fig 4-43): 


LDA TABLE, X 
STA TILL 
INX 
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LDA TABLE, X 


STA ТІН 

STA TICH 

INX 

LDA TABLE, X 
STA TLL 

INX 
LDA TABLE, X 
STA T2LH 
STA T2CH 


Once both timers have been actuated, the tone must simply be gen- 
erated for a set period of time. This duration is specified here by the 
value ONDEL. The required delay is obtained by the subroutine 
DELAY, and a secondary “ОМ” loop. 


LDX #ONDEL 


ON JSR DELAY 
DEX 
BNE ON 


Finally, once the tone has been generated for the correct duration, 
both timers are simply turned off: 


LDA #$00 
STA ACRI 
STA ACR2 


then a delay of silence is generated: 


LDX #OFFDEL 


OFF JSR DELAY 
DEX 
BNE OFF 


and the program returns to the beginning in order to generate the 
tones corresponding to the next digit: 


JMP DIGIT 
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The DELAY routine is a classical one: 


DELAY LDA #DELCON 


WAIT SEC 
SBC #$01 
BNE WAIT 
RTS 


The equivalence table which specifies the half-period equivalence for 
the tones to be generated appears at the end of the program on Fig 
4-41. 

Let us compute here the half periods corresponding to each of the 
frequencies which have been generated. Seven frequencies must be 
generated: 697, 770, 852, 941, 1209, 1336, 1477. 

As an example, for a frequency N = 697Hz, the corresponding peri- 
od is 1/N = 1434.7 microseconds. The half period is therefore 717 mi- 
croseconds or 02CD hexadecimal. 


DESIRED HALF N = HALF 
FREQUENCY PERIOD PERIOD — 1.7 


Fig. 4-44: Computing the Timer Constants 


Similarly, the half periods for the other frequencies appear on Fig 
4-44. The corresponding hexadecimal values have been used in the 
program of Fig 4-41. 

Let us now examine some possible improvements to this basic pro- 
gram. 


Exercise 4-4: Some improvement is possible as to the precision with 
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which the frequencies are generated. Referring to chapter 2 of this 
book or else to a hardware manual, you will notice that Timer 1 in 
free-running mode does not generate a tone of exactly the expected 
frequency. In fact, it adds either 1.5 microseconds or 2 microseconds 
to the half-period value that has been loaded in the counter register. 
Recompute the half frequencies that should be used assuming that 
both Timer 1 and Timer 2 add on the average 1.75 microseconds to 
every half-period. 

Note: Don’t look yet, but the answer is on Fig. 4-44. 
Exercise 4-5: This program can also be improved functionally by add- 
ing a programmable “‘silence’’ symbol. This is useful in some coun- 
tries for international dialing or within a company to obtain access to 
an outside line. One must first dial some digits to get a line then wait 
for a specified duration before dialing the actual number. Incorporate 
this change in the above program. 

A hardware improvement for cleaner frequencies is shown below. 


TONE 1 | л 
x GND 
з 


Fig 4-45: Suggested Hardware Improvement for Cleaner Frequencies 


SECTION 2: COMBINATIONS 
OF TECHNIQUES 


INTRODUCTION 

The programs presented in this section will use a combination of the 
techniques presented in this chapter and will be developed for the KIM 
board. The only significant difference between KIM and SYM for the 
purposes of these exercises will be the location of the PIO’s in the 
memory map. The interested reader is referred to Fig 2-4 for the actual 
KIM memory map. Since the programs are written in assembly-level 
language using symbolic labels and operands, most of them would be 
identical for SYM. It is only during the assembly process (either 
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through an automatic assembler such as the опе presented in Appen- 
dix A, or through manual assembly), i.e., at the time the hexadecimal 
representation for the instructions is generated, that differences will 
appear due to the differences in memory assignments. 


FREQUENCY 


0 т 21 37 


Fig. 4-46: А Siren Sound 


TURN SPEAKER ON 


Fig. 4-47: Siren Flow Chart - 


Up Ramp 
SWITCH SPEAKER STATE 
DECREASE DELAY 
TURN SPEAKER ON 
SWITCH SPEAKER STATE 
DELAY 
DECREASE DELAY 
— arene с> 
l YES 


DELAY = MAX 


Fig. 4-48: Stopping at Nmax 
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GENERATING A SIREN SOUND 


The graphic representation of a siren sound is shown on Fig 4-46. 
This sound starts at the minimum frequency Мтіп, and increases dur- 
ing time T up to a maximum value called Nmax. The tone frequency 
drops then instantaneously to Nmir and resumes its upward progres- 
sion until time 2T, and so on. The flow-chart for generating a sound 
of increasing frequencies is shown on Fig 4-47. In addition, the maxi- 
mum frequency should not exceed Nmax, or else the sound will be- 
come inaudible (or else cannot be generated by the speaker any more). 
The flow-chart for repeatedly generating the ramp is shown on 
Fig 4-48. 

The program is shown on Fig 4-49. It approximates the shape of 
Fig 4-46. 


; SIREN 
, 
РА =$1700 
FAL =$1701 
, 
0000: FF DELAY BYT $FF 
‚=$40 
0040: А9 01 LIA €$01 
0042: ВП 01 17 STA РАБ 
0045: 80 OO 17 STA РА 
0048; ЕЕ 00 17 SWITCH INC РА 
0048: A6 QO LOX DELAY 
0040; CA LOOF DEX 
004E: ПО ЕП ENE LOOF 
0050: Сё OO ПЕС DELAY 
0052: AC 48 00 JMF SWITCH 
, 
SYMBOL TABLE: 
FA 1700 FAL 1701 DELAY 0000 
SWITCH 0048 LOOF 0040 


Fig 4-49: Siren program for the flow chart of Fig 4-47 


The speaker is attached to the IORA register (memory address 
1700), in bit position zero. It can be attached directly. For a better 
sound, the circuit of Fig 4-50 is recommended. The data direction reg- 
ister DDRA for this PIO must first be configured so that bit zero is an 
output: 


LDA #01 
STA PAD DDRA 
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30 ^. 


Fig. 4-50: Connecting a Speaker (Improved) 


The speaker can then be turned on. Turning the speaker on and off 
can be easily accomplished by a programming trick. This consists of 
using the INC instruction. This instruction will increment the contents 
of the designated register and will generate successive numbers which 
will be alternately odd and even. This guarantees that the right-most 
bit (bit 0, to which the speaker is connected) will switch from the value 
zero to the value one. This allows turning the speaker on and off with 
only a single instruction, versus two if a different pattern had to be 
loaded in the accumulator and then transferred to the ORA. Let us 
turn the speaker off. The speaker will remain off for a duration speci- 
fied by the constant “DELAY.” The delay loop is the following: 


ЭТА РА INITIAL VALUE IN ОКА 
SWITCH INC PA 


LDX DELAY 
LOOP DEX 
BNE LOOP 


Once the value DELAY has been used, it is decremented: 


DEC DELAY 


This way, the next time around, the delay value will be smaller and the 
tone will be higher in pitch. The speaker must now be switched: 


JMP SWITCH 


The program above implements the upramp of the siren sound as 
shown on flow chart 4-47. 


Exercise 4-7: Complete the program as per the Jlow-chart of Fig 4-48 


130 


BASIC TECHNIQUES 


fo generate successive upramps, and generate a true siren sound. 


Exercise 4-8: Write a siren program which goes up in pitch, then 
down, then up again, etc. 


SENSING AN INPUT PULSE 


In this program, a switch will be depressed and the program must 
measure the duration during which the switch is held down, then 
beep n times through the loudspeaker, where n is the time during 
which the switch was depressed, expressed in seconds. The speaker is 
connected to bit 0 of the IORA as in the preceding program. The switch 
is connected to bit 7 of the IORA, for easy detection. The connection 
is illustrated on Fig 4-51. 


7 0 


Fig. 4-51: Connecting Switch and Speaker 


The flow-chart for the program is shown on Fig 4-52. The delay 
duration during which the key is pressed is measured in units of .25 
seconds, then converted into seconds. The speaker is then activated 
and timed. 

The program is shown on Fig 4-53. It follows the previous flow- 
chart and should be self-explanatory. 


PULSE MEASUREMENT 


In this program, the time during which the key was depressed will be 
measured, and a sound will be generated. The number of beeps 
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Notes 

*COUNTER holds “п” 
(number of beeps). 

• N is a duration. 
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SWITCH DOWN DURING DURATION 


COUNTER =0 
INITIALIZE PIO 


YES 
COUNTER = COUNTER + 1 


DELAY .25 SEC 


SWITCH DOWN? 


NO 
DIVIDE COUNTER 
BY 4=SECONDS 
N = DURATION 
DELAY 
SWITCH SPEAKER STATE 


DELAY .25/SEC 


YES 
COUNTER = COUNTER — 1 
О 
| ҮЕ5 


Fig. 4-52: Detailed Flow Chart 


0040: 
00421 
0045: 
0047: 
0049: 
004С: 
OO4F: 
0051: 
0053: 
0055; 
0057: 
0058; 
0058: 
QOSE: 
0051; 
0060: 


0062: 
0064: 
0066: 
0068: 
0064: 
006С: 
0061: 
006Ғ: 
0071: 
0074: 
0075: 


0077: 
0079: 
9078: 
007С: 
ОО7Е ; 
OO7F ; 
0081: 
0083: 
0085: 


00 
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li 
ж» 
> 
© 


17 STA РАП ;FAO IS OUTFUT 


17 STA FA 
17 FOL LDA РА 
ЕМІ FOL SWITCH UF? 
СРТ INC Т 
LOX #$30 3.28 SEC DELAY 
BL 2 LOY #0 
RL1 INY 


BNE RL 2 
17 LIA РА 

BFL CFT 

SWITCH IS УР; RING SPEAKER ONCE. 
LSR T ПІЗІПЕ RY FOUR 
LSR T 

SOUNT LOA ЖО 
LOX %%80 

CL2 LOY #00 

CL1 INY 


17 STA FA 


BNE CL? 
МЕМ 174 SECOND DELAY 

LOX #$30 
IL? {йү #00 
OL 1 INY 

RNE DLI 

INX 

BNE Пі? 

DEC T 

EFL SOUND 

BRK 


SYMEOL TABLE: 


Т 
FOL 
RL1 
CL1 


DONE. 


should be proportional to the duration of the switch closure. 


0000 Ра 1700 ғап 
004C CFT 0051 EL. 2 
0057 SOUND 0065 CLR 
006С DL 2 007? HL 1 


Fig 4-53: Switch Closure Measurement Program 


1701 
0035 
QO^n 
0078 


The flow-chart for this program is essentially analogous to the pre- 
vious опе and it is shown on Fig 4-54. The corresponding program is 
shown on Fig 4-55. ` 

This program uses the DELAY subroutine which measures a .25 
second delay. The flow-chart for this subroutine is shown on Fig 
4-56. The corresponding program is shown on Fig 4-57. 


133 


6502 APPLICATIONS BOOK 


INITIALIZE PIO 
TIMER =0 


READ TIMER 


GENERATE SOUND OF 
FREQUENCY PROPORTIONAL 
TO TIMER FOR 1 SEC 


Fig. 4-54: Switch Time Measure 


FA =$1700 

FAL =$1701 

ІҢ 250 =$0090 

FREQ z$00CO 

, 

«200 

0000: 00 Т «ВУТ $00 

, 

.-%40 
0040: А9 00 LDA #00 
0042: 8% 00 STA Т SINIT TIME 
0044! ВП 00 17 STA Ра 
0047: А9 01 СПА #01 
0049: 80 01 17 STA РАП ВТ О QUT 
004C: АП OO 17 FOL (ра ға ;FOLLING.,. 
OO4F: 30 FR ЕМІ FOL МОТ PRESSED!» 
0051: Eé 00 CPT INC T $ INCREMENT TIME 
0053: 20 90 OO JSR CLAS *250 MS DELAY, 
0056; АП 00 17 LIA FA 
0059: 10 Fó BFL CFT 
0058; AS OO HERE СПА T 
0050; OA ASL A ЎМЕЎ RY TWO 
005Е: OA ASL A FMFY BY TWO AGAIN 
005Ғ% 20 CO OO JSR FREQ ҰМАКЕ TONE, 
0062: 4C SR 00 JMF HERE 
SYMBOL TARLE: 
PA 1700 FAD 1701 пі 250 
FREQ оосо Т 0000 FOL 
CFT 0051 НЕКЕ 0058 


DONE 


Fig 4-55: The Switch Time Measurement Program: 
Tone Generation | 
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0090 
004С 


0060: 
0062: 
00С4: 
оос; 
00С8: 
00С9: 
19101943 
OOCD: 
00П0: 
0001; 
0013; 
QOIS; 


85 
А9 
A? 
^4 
C8 
по 
49 
8D 
ЕВ 
ро 
А5 
60 


RF 
00 
80 
RF 


FI 
01 
00 


ЕЗ 
BF 


17 


SYMBOL ТАКЕ: 


РА 
FL2 
DONE 


1700 F 
QOC6 


BASIC TECHNIQUES 


ЭМАКЕ5 А ТОМЕ, USES REG. А 
»ASSUMES FA SET FOR OUTFUT*» 
»FREQUENCY CONSTANT IN КЕС, А ОМ ENTRY 


;DURATION CONSTANT 
FREQUENCY CONSTANT IN Y 


$ TOGGLE FAO 


ООВЕ FREQ оосо 


00С8 


RESTORE Y 


OUT 
Fig. 4-56: 250ms Delay Flow Chart 
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ЖЖЖЖЖ ІҢ 250 KK KKK 
$250 MILLISECOND DELAY 
‘KREG. Y UNAFFECTED 

; 


‚ =$90 

9090; 98 0.250 TYA ISAVE Y 
0091: А2 ЗП LOX €$30 
0093; AO OO [th 2 LOY #0 
0095: св DOL} INY INNER LOOF 
0096: ПО Fn ЕМЕ 11 
0098; ЕВ INX 

0099: ПО FB ЕМЕ (La OUTER LOOF 
0096; АВ TAY "RESTORE Y 
009С: 60 RTS 

SYMBOL TABLE! 

1.250 0090 IL? 0093 HL 1 0095 


DONE 
Fig.4-57: 250ms Delay 


Exercise 4-9: The flow-chart of Fig 4-55 has been written so that each 
box in the flow-chart corresponds to one instruction in the program of 
Fig 4-54. Using this flow-chart, or else the program, write on the left 
of each box the duration of the delay it introduces. Compute the re- 
Sulting internal delay duration for this subroutine. Is it exactly 250 
ms? 


SET COUNTER LOCATION ` 
TO DURATION VALUE 


STORE CONSTANT 
IN TIMER 


READ TIMER 
STATUS 


ud re 


DECREMENT COUNTER 


Fig. 4-58: Time 10 Flow Chart 
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+*ЖЖЖЖЖ TIMELO ЖЖЖЖЖ 
»1/10 SECOND DELAY 


; 
ТТМЕК =$1707 
n = $ OI 
; 
.5%9Е 
OO9E: 86 91 TIMELO STX Ü 
9080; AY 42 TO LOA $$62 »DECIMAL 98 
Q0A2: ВП O7 17 STA TIMER 
OOAS? АП O7 17 ТІ LEA TIMER 
0048: 10 FR EFL T1 
Оода; Сё 90 ПЕС ft 
ОбАС: ПО F2 ЕМЕ ТО 
ООАЕ; 60 RTS 
SYMBOL TABLE; 
TIMER 1707 [t 0050 ТІМЕ10 009Е 
то 9040 Т1 OOAS 


Fig 4-59: Generating a 0.1 Second Delay 


A SIMPLE MUSIC PROGRAM 


As a preliminary step to playing music, now let us generate a sound 
with the speaker, using a programmed delay. The flow-chart is shown 
on Fig 4-58 and the delay subroutine is shown on Fig 4-59. Prior to 
using the subroutine, the constant F must be loaded with the appro- 
priate delay duration which will determine the frequency of the sound. 

In order to generate music which has some resemblance to actual 
tunes, it is necessary to generate a sound of specified frequency and 
also to control its duration. The musical symbols used to indicate the 
duration of a tone are shown below: 


=1 

4-2 

Musical Symbols 4-3 
4-4 

(= +50%) d.=6 
O-8 
©-= 12 


The dot which may follow a note indicates plus 50% duration. Over- 
all, there are seven possible durations. Additionally, it is necessary to 
represent a ‘‘silence’’. At a minimum, this information will require 
three bits in an encoded format, or else four bits in a decoded format. 
(A decoded format is one where the values 1, 2, 3, 4, 6, 8, and 12 are 
represented by their actual binary representation.) 

To represent the notes of one octave, A, B, C, D, E, F, G must be 
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represented, as well as the six half notes between them. This represents 
a total of 13 keys for one octave. If more than one octave should be 
used, then one full byte should be allocated to represent the tone. If 
the reader is limited by the amount of memory available on his board, 
he may wish to restrict his tunes to 16 possible keys and would then be 
able to use an encoding where the left half of every byte represents the 
duration and the right part of every byte represents the notes. 

Here, we will play simple tunes and use a straightforward encoding 
technique, where one full byte is allocated to the duration, and one 
full byte is allocated to the note frequency. Three examples, a Mo- 
zart Sonatine, a Bach Chorale and a popular children’s song are shown 
on Fig 4-60, 4-61 and 4-62. 

The flow-chart for the corresponding music program is shown on 
Fig 4-63 and the program itself appears on Fig 4-64. 

А 11 second timer is a simple preliminary subroutine which will gen- 
erate а .1 second delay (see Figs 4-58, 4-59). 


Address Duration 


Fig. 4-60: Mozart Sonatine 
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даш Гэна ОС 
00 88 44 


ао 


O O Q m O m O Q O U m = Q > m Ü O m OQ O Z O Q GQ > = = Q m Ü O 


Fig 4-61: Bach Chorale 
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04 


Fig. 4-62: "Au clair de la lune" . 


Exercise 4-10: Verify whether the subroutine implements a .1 second 
delay exactly. Verify the duration of every instruction and the number 
of times that the loop is executed. Compute the corresponding delay. 


KIM TRAFFIC CONTROL 


A possible connection for a traffic control simulation is shown on 
Fig 4-66. It is equipped with switches in every direction, which will be 
used to indicate the presence of a car or else a pedestrian call. 
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0010: 
0012: 
0015: 
0018: 
00146: 
OO1B; 
90911: 


31 
07 17 
07 17 
ЕВ 


F3 


“Р” CONTAINS DELAY 


| Х = DURATION 


Y = TONE DELAY 


A=AEOR ] 
SWITCH SPEAKER WITH A 


| ҮЕ5 


OUT 


Fig. 4-63: Play Sound Flow Chart 


PKKKKK FLAY А TUNE ЖЖЖЖЖ 


РА =$1700 
РАП =$1701 
TIMER -%1707 
.500 
ADIRS  .2.*2 
ТЕМЕ — .=.+1 
YSAVE „=. +1 
Е „= +1 
; 
.=%10 
TIME2O LIA #$31 
STA TIMER 
Т1 ВІТ ТІМЕК 
ЕРІ Ті 
DEX 
ENE ТІМЕ2О 
RTS 


Fig 4-64: Playing a Tune 


BASIC TECHNIQUES 
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‚=$20 
0020: 84 оз FREQT 6ТҮ YSGAUE 
0022: 85 04 STA Е 
0024: А9 31 ЕТО LIA #$31 
0026: 8D 07 17 STA TIMER ISTART TIMER (1/20 SEC.) 
0029: A4 04 ЕТІ LOY Е 
0028: C8 ЕТ? ІМҮ 
0026: no rn ЕМЕ FT? 
002E: EE OO 17 INC FA ; SWITCH SPEAKER 
0031: 2C 07 17 BIT TIMER ;TIME ELAFSEN? 
0034: 10 ЕЗ RPL ЕТІ М0: GO ON. 
0036: СА FT3 ПЕХ 
0037: по ER ЕМЕ ҒТО 
0039: A4 03 LÛY YSAVE 
0038: 60 RTS 

: 

‚=$40 
0030: А? ОЕ START LUX £&$0F 
0042: 94 TXS 
0043: А9 00 [ПА %%00 
0045: ВП FA 17 STA $17FA 
0048: ВП ЕЕ 1? STA $17FE 
0048: АЎ 1С спа #%1С 
0040: ВП FR 17 STA $17ЕВ 
0050: 80 FF 17 STA $17ЕЕ ;INTERRUFT VECTOR 
0053: A9 01 LIA #$01 
0055: 8D 01 17 5ТА РАП РАЎ IS OUTFUT 
0058: AO ОО ПАСАРО LOY %00 
2058: ні 00 МЕХТ LOA (ADDRS), Y 
005С: 8% 02 STA ТЕМЕ 
005Е: 29 7F AND #$7F 
0060: Aà TAX PUURATEION 
0061: FO FS REQ DACAFO 
0063: Cf INY 
0044: Ві an LIA СабрЕбў,“ 
0065: FO 16 REQ TONE 
0058: 20 29 00 JSR ЕКЕОТ 
9068: 24 oo BIT ТЕМЕ 
0060: 30 os ЕМІ AFTER 
006Е: A? 92 LUX t$02 
00711 20 10 00 JSR TIME?O 
0074: са AFTER [NY 
0025: эг SA GO IME HF CT 
0078: 20 10 до Think JSR Тімего 
0078: FO F? БЕЙ AFTER 
SYMBOL TABLE? 
РА 1700 РАП 1701 ТІМЕК 5470 
ADDRS 0000 TEMF 0002 YSAUE 0003 
Е 0004 ГІМЕ2О 0010 Ti 9015 
FREQT 0020 FTO 0024 ЕТ1 0029 
ЕТ? 002B ET3 0036 START d 
ПАСАРО 0058 МЕХТ 0054 AFTER 0074 


TONE 0078 


Fig 4-64: Playing a Tune (continued) 
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Exercise 4-11: Write a traffic control program which meets the follow- 
ing specifications: 

е Minimum yellow duration: 3 seconds | 

е Whenever а car presence is detected (by holding down опе of the 
switches) extend the green duration for that duration by three seconds. 
е Maximum green duration іп any direction: 2 minutes, if there is a 
request in the opposite direction. | 

е Blink the lights at night (a night indication is provided by a separate 
switch). 

° A possible flow-chart for this program is shown on Fig 4-65. Write 
the corresponding program. 


A GREEN, В RED 
Y =0 (ACTIVE DIRECTION = A} 


ACTUATION IÑ 
ü A DIRECTION? в 
— 3 0 
у м 


А RED, В GREEN 
TUA DE ACIE Y = (B DIR" ACTIVE) 


Fig. 4-65: Traffic Flow Chart 


LEARN THE MULTIPLICATION TABLE 


As a final exercise, this program should teach the multiplication 
table. The program should blink an LED or the loudspeaker n times, 
with n between 1 and 10, then wait 2 seconds, then blink again p times, 
with p between 1 and 10. 
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B DIRECTION je 


ف 


pe yere OFA 
ABSENCE ) VEHICLE 


РАС) 
PA (0) jon А 
РА: (R) 

PAXG) 

РА, (0) | DIR» в 


РА, (Я) 


Fig. 4-66: Traffic Controller 


The user must then push n times on a push-button switch to enter his 
answer. An audible acknowledgment should be provided by the speak- 
er. The user terminates his answer by not pushing on the switch for 3 
seconds or more. If the answer was correct, the LED should light up 
for five seconds. If the answer was not correct, the LED will blink. 


Exercise 4-12: Design the corresponding flow chart, and write the pro- 
gram. (This program is simple but somewhat longer than man у of the 
previous ones. If you really need the answer, it is shown in Appendix 
B.) 


SUMMARY 


Simple input-output devices have now been connected to a 6502 
board. We have learned how to realize simple hardware interfaces, 
and how to develop simple applications software to sense and control 
an external environment. Although the complexity of the applications 
presented here has been kept low, more complex applications could be 
developed using the same simple hardware. We are now ready to pro- 
ceed to more complex programs and interfaces in Chapter 5: Indus- 
trial and Home Applications. 
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CHAPTER 5 


INDUSTRIAL AND HOME 
APPLICATIONS 


INTRODUCTION 


The basic skills for connecting simple devices to a 6502-based micro- 
computer board, and for developing the basic applications software, 
have been presented in Chapter 4. Here, more complex devices will be 
interfaced to the 6502 board, and more complex applications software 
will be developed. The applications presented are typical home and 
industrial control situations. In the next chapter, microcomputer 
peripherals will be interfaced to the 6502 board. 

The first application presented here will be a traffic-control simula- 
tion. Traffic lights will be simulated by LED's on the board and appli- 
cation programs of increasing complexity will be developed. The pres- 
ence of cars will even be detected by simulated loop detectors, normally 
embedded in the pavement, and simulated here by push-button switches. 
The skills required for developing these hardware and software interfaces 
are those required by a real industrial control environment. 

Then, a 5 x 7 dot matrix LED will be interfaced to this system. This 
is a technique frequently used in the display of data. Dot matrices are 
used, not just for LED's, but to represent characters on a television 
screen, or on a dot matrix printer. This dot matrix will be used to dis- 
play actual switch values as sensed by the 6502 board. 

Tones will then be generated with the loudspeaker in order to de- 
velop simple music programs. The set of switches will be used to spe- 
cify which note should be played. The skills acquired in controlling the 
sound of the speaker will also be used by the next program to generate 
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sounds such as a siren. 

The next application program will implement a burglar alarm system 
for a home or a building. A light beam will be used as one of the de- 
vices which detect a possible intrusion. Whenever the light beam is 
interrupted the alarm will be sounded through the speaker. Many 
additional improvements will also be proposed in the exercises. 

The speed of an ordinary DC motor will then be controlled by the 
computer. It is, in fact, quite simple to control the speed of a motor using 
digital techniques. These techniques and the required hardware inter- 
face will be presented. 

In the next application, a heat sensing device will be connected to 
the microprocessor board, and the temperature measurement will be 
Output in the form of an audible sound. The higher the temperature, 
the higher the pitch of the tone will be. This will introduce the concept 
of analog to digital conversion, and the actual hardware and software 
techniques used to effect this conversion will be presented here. 

The reader is encouraged to build the actual applications board #2 
required by the programs in this chapter. All components used on this 
board are low in cost, and normally readily available from an elec- 
tronics shop (except perhaps for the digital to analog converter which 
must often be ordered from a distributor). Photographs of the actual 
board are shown on Fig 5-1, 5-2 and 5-3. 


Fig. 5-1: The Application Board #2 
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MASS Eg SSE 


алан 
ха x ел VRE а Алм 


ER TES RECS A S E S ЫН 


еее еси 


CAU UE asas 
CA SE OE CA 


-2: Underside shows wire-wrap 


5 


For convenience Application Cables connect to board 


3 


5 
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In view of the limited number of ports normally available on the 
output of the microcomputer board, four connectors labeled H1, H2, 
НЗ, and Н4 have been installed оп the board to facilitate the connec- 
tions and avoid rewiring between programs. These connectors have 
been designed to mate directly to the SYM external connection cables 
but could be readily adapted to the output of other microcomputer 
boards. For each application, it will be necessary to plug in one or 


MOTOR RELAY 


Fig. 5-4: Board Layout 
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two of the output cables coming from the board to the corresponding 
connectors shown on the applications board. The details of each con- 
nection will be indicated at the beginning of each application. 

The component layout for the board is shown on Fig 5-4. The con- 
nectors detail is shown on Fig 5-5 A and В. The details of each connec- 
tion is shown within the paragraph corresponding to each application. 


CONNECTOR 


4 


JORA 8 4 
(A001) 
С. 
er ша сЕ 
PBO 
ГОРЫ SWITCH А1 
(А000) 7 
Bon 
nd 
С 
< 
gr. 
o=... С 
GNOo-14 
(М58) 2 = 
РА7 o—2— SWITCH B4 
PAS له‎ Ё 
РАБ Ou B2 
VIA #1 تہ هړم‎ “ов 
IORA ( ро < ла 
A001 PA2 <= d A3 
PA) ar” ee A2 
PAQ o——— At 
(158) 
РВ7 کو‎ ROW 1 OF LED MATRIX {PIN 2) 
PBS o—— — ROW? à (12) 
2 PBA oie ROW 3 (3) 
ассо ( PBI ogg ROW 4 Ü (4) 
(EXCEPT | РВ o ROW 5 ці (11) 
PBS) PBI ohl ne ROW 6 ай (10) 
PBO ©-22 ROW? š: (9) 


Fig. 5-5а: H1 апа Н2 Connectors 


А wire-wrap technique has been used to connect the wires to the pins 
on the back of the board as shown on Fig 5-2. It is naturally possible 
to solder the wires. Do not forget the usual precautions in handling 
LSI circuits: all instruments (including yourself) should be grounded. 
As a final detail, the pot trimmer (variable resistor) connected in series 
with the loudspeaker should not be set to the value zero. If it were, 
the pot might burn when power is applied to the speaker, in the case of 
a board like the SYM where the speaker would be connected to one of 
the buffered outputs (in addition the output transistor is also likely to 
burn out). An additional resistor in series with the speaker is recom- 
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mended for this reason. 

The goal of this chapter is to teach you actual applications tech- 
niques which should enable you to create either home applications of 
significant complexity or to solve actual industrial control problems in 
a realistic environment. At the end of this chapter, you should have 
acquired all the basic skills required to start developing complex ap- 
plications on your own. If specific interfacing problems should be en- 
countered, reference C207 ‘‘Microprocessor Interfacing Techniques” 
is suggested. 

Important note: In order to use one more input-output line, tran- 
sistor 1 (centermost) of the four buffered ports of the SYM is bypassed. 

The programs presented in this section have been designed to be 
improved. The alert reader will notice that many improvements in 
Style are possible. Such improvements are proposed or described 
in the exercise section at the end of every application. When reading 
the programs, it is suggested that you watch for such possible im- 
provements in the coding. However, it is only in the next chapter that 
we will present optimized programs, once all other problems have 
been solved. 

Again, in this chapter, a large number of exercises will be proposed. 
It is strongly recommended that most of these exercises be solved 
either on paper or on a real microcomputer board. They have been 
carefully designed to insure that concepts presented in the preced- 
ing section were actually learned, and that you can use them creative- 
ly. If you can solve the exercises without looking at this book, you will 
have effectively learned how to resolve your own applications prob- 
lems. 


CONNECTOR CONNECTOR 


4 
PIN NO. PIN NO. 


VCC —— 


13 ^x GND Og, (MSB) 
+12 oe 
2 MSB РАЈ çu WPBOF DAC (PIN 5 
OF Via 73 72V o | ) 


$5 


25 
2 РАБ оў” (6) 
ЮРА РАР = mon и Ld PAS d NEAN 1/P6 “ (7) 
ACO} м 
D PAA ОЗ |/р5 (8) 
Ай Oe (SPEAKER) pe PA3 of P4 — (9) 
Маз | PBS Og BIG RELAY 1) PAL ос VPQ “ (M) 
10R8 PB4 Ore COL 5 OF LED MATRIX (PIN 13) РАО o—— |/РІ “ 412) 
Асю | P83 о COL 4 й (14) {SB OF (158) 
PB2 Ё— COL 3 (8) VIA #1 PBO که‎ COMPARATOR O/P (M5- PIN 10) 
PBI о COL2 0) IORB 


Fig. 5-5b: H3 and H-4 Connectors 
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A TRAFFIC CONTROL SYSTEM 


We are going to develop programs to control a simulated intersec- 
tion. The diagram of the intersection appears on Fig 5-6. It has two 
directions of traffic flow identified as A and B. In traffic control jar- 
gon they are called the ‘‘phases’’. The two traffic lights for both direc- 
tions of a phase, such as the two traffic lights for arterial A, will dis- 
play the same color (green, yellow, or red) at the same time. Similarly, 
the other two traffic lights for phase B will be turning on simultane- 
ously. These four sets of traffic lights will be simulated on our board 
by four sets of green, yellow, and red LEDs. Additionally, we will as- 
sume that vehicle loop detectors have been imbedded in the pavement 
at the locations marked A-1, A-2, B-1, B-2 on the diagram of Fig 5-6. 
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Fig. 5-6: The Troffic Control System 


GREEN A 
YELLOW А 
RED A 


GREEN B 


L x t رھ‎ > о 


LED PAIRS 


ч o 


5 
Š 
5 
8 


Fig. 5-7: Connecting the LED's 
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They are called “loop detectors," and their role will be explained 
later. 

Let us first examine the hardware connection of our ‘‘traffic lights" 
(in fact, the LEDs) to the microprocessor system. Referring to Fig 5-7, 
we are connecting a 7404 driver to the IORA register of the 6522 #1. 
The LED pairs appear on the right of the illustration. For clarity, only 
one LED is shown on each line. In fact, two LEDs are connected in 
parallel on each line since there are two sets of traffic lights for every 
phase. The actual connection is shown on Fig 5-8. In order to config- 
ure the low order 6 bits of IORA as outputs, the direction register, 
DDRA, which appears to its left will have to be loaded with the proper 
bit pattern: “00111111. A driver (the 7404) is necessary in order to 


supply enough current to light up the LED’s. 
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Fig. 5-8: Actual LED Connection 
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Fig. 5-9: Night Pattern 
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We are now going to develop programs for several traffic control 
algorithms. Two main cases can be distinguished: the night pattern 
(flashing lights), and the day pattern. 


(Connection: Connector A to Connector H1) 


0100 А9 ЗЕ NIGHT LDA #$3F i 

0102 8D 03 AO STA $A003 Set VIA #1 DDRA = 3F for output 
mode 

0105 А9 02 МІТ? LDA 8902 

0107 8D 01 AO STA $A001 Turn on yellow light in one direction 

010A A9 FC LDA $FC - count, 

010C 85 00 STA $00 Set DLYA Count = $FC (i.e. — 4) 
at location $0000 

010Е 20 20 01 JSR DLYA Call DLYA 

0111 A9 20 ГОА #$20 

0113 8D 01 AO STA $A001 Turn on red light in the other 
direction 

0116 А9 ЕС LDA #$ЕС 

0118 85 00 STA $00 Set DLYA count = $FC at 
loc. $0000 

ОПА 20 20 Ol JSR DLYA Call DLYA 

0110 4С 05 01 JMP NIT2 Repeat 


Subroutine DLYA: This subroutine takes index from location 0000, loop 
until this index incremented from a pre-set negative value to zero, the pre-set index 
is used to control the length of delay. 


0120 A2 9D DLYA  LDX #$9D 


0122 АО 71 LPXA ГОУ #871 

0124 C8 LPYA ІМҮ Inner Outer 

0125 CO 00 CPY #$00 delay delay 

0127 30 FB BMI LPYA- loop loop 

0129 E8 INX 

012A EO 00 CPX #$00 

012С 30 F4 BMI LPXA | 

012Е Еб 00 INC $00 Increment delay count every time an 
outer delay loop is completed 

0130 А5 00 ГОА %00 

0132 С9 00 СМР #$00 

0134 30 ЕА BMI DLYA Loop till index = 0 

0136 60 RTS | 


Fig. 5-10: Traffic Light Simulation: Night Mode (Program 5-1) 
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Night Pattern 


This is the simplest pattern. The traffic lights are flashing red in one 
direction and amber in the other one. This traffic control strategy 15 
used for isolated intersections with a low amount of traffic at night. 
The flow-chart corresponding to the algorithm appears on Fig 5-9. It 
states that the red for one direction and the yellow for the other one 
are on or off simultaneously. They are both kept on or off for a fixed 
duration called “DELAY”. The program corresponding to this flow 
chart appears on Fig 5-10. It consists of a main program called “NIGHT” 
and a delay subroutine called “DLYA.” Let us examine the program. 


Referring back to Fig 5-7, the Data Direction Register for the 6522 
#1 must first be properly configured so that the lower six bits of IORA 
will be the outputs which will drive the LEDs. This DDRA is located 
at memory location A003 and the IORA is located at memory location 
А001 (refer to Fig 3-6 for the 6522 memory map). 

Тһе first two instructions load the required contents in the Data Di- 
rection Register: 


NIGHT LDA #$3Е 
STA $A003 SET DDRA 


We then simply have to deposit the appropriate pattern in the IORA 
register to turn the required LEDs on or off. The pattern required for 
addressing each LED pair appears on Fig 5-11. 


LIGHT 


GREEN A 
YELLOW A 
RED A 
GREEN B 
YELLOW B 
RED B 


00000001 01 


Fig. 5-11: Pattern to Address the LED Pairs 
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The next two lines of the program turn on the yellow for A by de- 
positing the hexadecimal value “02” in the ІОВА register. 


NIT2 LDA #02 
STA $A001 SET IORA 


A delay must then be implemented. The delay value is deposited in the 
accumulator and then stored at memory location “00” where it will be 
found by the delay routine. A subroutine jump then occurs to DLYA. 


LDA #$FC 
STA $00 
JSR DLYA 


Once the specified delay has elapsed, the hexadecimal value “20” is 
deposited into the IORA. This will turn off yellow in direction A and 
simultaneously turn on the red for direction B. As before, the delay 
duration is deposited in memory location ‘‘0’’, and a jump occurs 
again to the DLYA subroutine: 


LDA #$20 
STA $A001 
LDA #$ЕС 
STA $00 
JSR DLYA 


Finally, upon expiration of a specified delay, the program loops back 
to location NIT2 where it turns on YA and turns off RB again: 


JMP NIT2 


The operation of the program should be completely straightforward at 
this point. Let us examine the delay subroutine. The principle of delay 
loops is to load a register or a memory location with a value and then 
increment or decrement it until it reaches a set value. Since the reader 
is presumably familiar with the decrementation technique (see ref 
C202), we are going to use here an incrementation technique for a 
change. However, it requires a few more instructions. An improve- 
ment will be suggested in an exercise at the end of this section. The 
delay subroutine appears on Fig 5-12. Since the delay to be implement- 
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ed is of the order of tens of seconds, it cannot be implemented as a sin- 
gle loop. A single loop delay would load a register with the value 255 
(hexadecimal FF) and decrement or increment from there. The result- 
ing delay would not be sufficient. In order to implement the longer 
delay, we will use nested loops: an inner delay loop, and at least one 
outer delay loop which will be executed every time that the inner one 
has counted out. Let us examine the program. Register X is used as the 
outer loop counter. It is loaded with the hexadecimal value 9D. This 
value will be justified later on: | 


DLYA LDX #$9D 


The second instruction of the program loads register Y with the hex- 
adecimal value 71. Y is the inner loop counter: 


LPXA рҮ #$71 


The next three instructions implement the inner delay loop: 


LPYA INY 
CPY #$00 
BMI LPYA 


У is incremented until it reaches the value 0. Every time that the inner 
delay loop counts out (і.е., that Y reaches the value 0), the outer coun- 
ter X is incremented. This is the sixth instruction in the program: 


INX 


Every time that X is incremented, it is compared to the value 0, and 
as long as the value 0 is not reached, the branch occurs back to LPXA 
at the beginning of the inner delay loop: 


CPX #800 
BMI LPXA 


The resulting delay so far is, therefore, the inner delay value times the 
number of times that the outer delay loop has been executed. 


156 


INDUSTRIAL AND HOME APPLICATIONS 


Every time that this outer delay loop times out, our overall delay 
counter at location 00 is incremented by 1: 


INC $00 


This is a third delay loop. The contents of memory location 00 are 
tested against the value 00 every time that they are incremented. 
Whenever the value 00 is reached, we exit from this routine. As long as 
it does not reach the value 0, we go back to location DLYA, i.e., at the 
beginning of the previous delay loop to execute the previous procedure 
again: 


LDA $00 

СМР #$00 
BMI DLYA 
RTS 


The overall structure of the program is shown on Fig 5-12, with its three 
nested delay loops, and the timing of the instructions. The overall de- 
lay will be equal to the contents of memory location 00 times the outer 
loop delay times the inner loop delay. Let us compute this total delay 
duration. The timing of the instructions appears on Fig 5-12. Let us 
examine the inner loop first. Every time that it is executed, three in- 
structions are executed lasting seven microseconds. To keep things 
simple, we will require this inner loop to generate a delay of approxi- 
mately 1 millisecond. The outer loop #1 will be responsible for imple- 
menting a 100,000 millisecond delay (0.1 second). 


(2) DLYA LDX 
(2) LPXA LDY 
o wer cP Toor 
LOOP 
ay. “57 ам LPYA п 
(2) ІМ 
РХ OUTER 
c ЗЯ LPXA LOOP 
#2 
(5) INC 
(3) ae 
(2) C 
(3) s DLYA 


Fig 5.12: Loop Tuning 
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Let us start with the value “80” (hexadecimal) іп register У. This is 
128 in binary, the middle of the range which can be obtained with 8 
bits. Running through the inner delay loop will result in incrementing 
Y 128 times. The total duration of the loop will, therefore, be 7 128 

= 896 microseconds. Since we want to obtain a delay of approximately 
1,024 microseconds for this inner loop, we must modify the value to 
be loaded in register Y. Let us compute it. We want this value N to be 
such that М X 7 = 1000. N must, therefore, be equal to 1000 + 7 = 
142.86. The nearest integer is 143. Since, in this particular delay sub- 
routine, we are incrementing the value contained in Y, rather than de- 
crementing it, we want to load in Y the value 256 — 143 = 113 decimal 
or 71 hexadecimal. 

Let us now compute the duration of the delay introduced by the 
outer delay loop #1. One traversal of the outer delay loop will result in 
a delay equal to the duration of the first instruction of the program (at 
address DLYA) plus the duration of the inner delay loop, plus the fol- 
lowing three instructions up to and including the branch BMI LPXA. 
The duration is: 


2+ 7 X 143 + 7 = 1010 microseconds. 


We want this outer delay loop #1 to implement a .1 second delay 
or 100,000 microseconds. The number of times P that it must be exe- 
cuted must, therefore, be such that 1010 x P = 100000. P must there- 
fore be equal to 100000 + 1010 = 99. 

Again, since we are using an incrementing technique for the delay, 
the number to be deposited in X must be such that it is incremented 
exactly 99 times before it overflows into the value ‘‘00’’. The number 
to be deposited in X must, therefore, be equal to 256 — 99 = 157 in 
decimal or 9D hexadecimal. Let us now verify the total duration of the 
delay we have implemented. The outer loop delay is equal to 99 x 
1010 = 99990 microseconds. The remaining four instructions to be ex- 
ecuted at the end of the DLYA subroutine represent a duration of 
5 + 3 + 2 + 3 = 13 microseconds. 2 us must be added for the first 
instruction of DLYA. 

The final delay for the complete traversal of DYLA is therefore 
99990 + 15 = 100005 microseconds. This represents nearly exactly a 
.1 second delay. In fact, it is so close to .1 second that you should be 
able to clock this routine with a stop watch and verify the accuracy of 
this method. | 

А word of caution: Remember that this subroutine uses ап in- 
crementing technique. The number to be deposited at memory loca- 
tion 00 will control the number of tenths of a second of delay that the 
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subroutine will introduce. However, the number to be deposited at 
location 00 should be the complement of the actual number of tenths 
of a second since it will be incremented until it overflows through 0. In 
other words, to obtain a .4 second delay, you should not deposit 
the value 4 at location 00 but deposit the value 256 — 4 = 252 decimal 
= FC hexadecimal. This is what we did in the program of Fig 5-10 
(night mode algorithm). 
The time has come now to improve this delay routine: 


Exercise 5-1: Rewrite the delay subroutine by using a decrementation 
technique rather than an incrementation technique. Recompute the 
numbers to be loaded in X and Y so that the resulting delay introduced 
by the subroutine is approximately .1 second. What is the advantage 
of using a decrementing technique rather than an incrementing 
technique? 


Caution: If you decide to use the decrementing technique for the 
delay, do not forget to change location 09ЕС in the memory. A differ- 
ent constant must be loaded prior to calling this routine. 


Exercise 5-2: Modify the program so that the lights flash every second. 
Also, shorten it by using EOR to toggle the lights from one configur- 
ation to another. 


Day Mode 


In this mode, each traffic light goes through a green, yellow, and 
red sequence in the usual manner. As long as the light in direction A is 
green or yellow, the light for B is red, and vice versa. The flow-chart 
corresponding to the control algorithm appears on Fig 5-13. The ar- 
rows on the right of the flow-chart indicate the length of time during 
which each of the lights is on. If we call D1 the green duration for A, 
D2 the yellow duration for A, D3 and D4 respectively the durations of 
the green and yellow for B, we can see, by inspecting the diagram, that 
the total duration of a cycle is DI + D2 + D3 + D4. 

At a real intersection, these delays are subject to constraints. In par- 
ticular, the cycle of the intersection is normally between one minute 
and two minutes. The maximum is due to the fact that most drivers 
will not tolerate a red light duration of more than two minutes in any 
direction: they will simply go through once their patience is exhausted, 
assuming that the traffic light is malfunctioning. In addition, the 
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Fig. 5-13: Day Mode (Off Commands not shown) 


other delays are constrained by the clearances necessary for a vehicle 
or a pedestrian to clear the intersection once he has entered it. The yel- 
low time is also called the clearance time and represents the time that is 
necessary for a car to clear the intersection. The green may have any 
minimal duration as long as no pedestrians are crossing the intersec- 
tion. However, if pedestrians may cross this intersection, the mini- 
mum red duration should be such that a pedestrian may safely clear 
the intersection. The duration of the red in direction B, for example, is 
equal to D1 + D2. If we assume, for example, that the minimum yel- 
low in direction A is equal to 3 seconds and that the minimum red for 
direction B is equal to 10 seconds, we can see by inspecting Fig 5-13 that 
the minimum duration for the green in direction A is DI = 10 — 3 = 
7 seconds. Mathematically: 


If we set: 
GREEN A = DI 
YELLOW A = D2 
GREEN B = D3 
YELLOW B = D4 
Then: 
RED A = D3 + D4 
RED В = DI + D2 


In general, the cycle is fixed, апа D1 + D2 + D3 + D4 = CONSTANT. 
In our program, we will use faster cycles than in real life. This is 
simply because it is frustrating to wait for one or more minutes in 
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order to observe the correct functioning of the traffic lights. For prac- 
tical purposes, a cycle time of 10 to 20 seconds is desirable for testing 
purposes, and the reader should now have acquired the skills to adjust 
the delay easily, so that his microcomputer could be connected to a real 
intersection. The program appears on Fig 5-14. 


0140 А9 ЗЕ DAY LDA #$3F 

0142 8D 03 AO STA $A003 Set VIA #1 DDRA = $3F for output 
mode 

0145 A9 21 ONDAY LDA #$21 

0147 8D 01 AO STA $A001 Тигп оп green and red in two 
directions 

014A A9 DO LDA 7 $DO 

014C 85 00 STA 900 Set DLYA count = $DO at loc. 
$0000 

014Е 20 20 01 JSR DLYA Call delay 

0151 A9 22 LDA #$22 Turn on yellow and red 

0153 8D 01 АО STA %А001 

0156 A9 EA LDA #$EA 

0158 85 00 STA $00 Set DLYA count = $EA 

015А 20 20 01 JSR DLYA Call delay 

015D A9 OC LDA #$0С Turn on red and green 

015Е 8D 01 AO STA %А001 

0162 А9 ГО LDA #$D0 

0164 85 00 STA $00 Set DLYA index = $00 

0166 20 20 01 JSR DLYA Call delay 

0169 А9 14 LDA #$14 Turn on red and yellow 

0168 8D 01 AO STA $A001 

O16E А9 E8 LDA #$E8 

0170 85 00 STA $00 Set DLYA index = $E8 

0172 20 20 01 JSR DLYA Call delay 

0175 4С 45 01 | JMP ONDAY Repeat 


Fig. 5-14 (Program 5-2): Traffic Light Simulation: Day Mode 


(Connection: Connector A to Connector H1) 


As in the previous program, the Data Direction Register DDRA 
must be configured in the output mode to control the 6 LEDs connect- 
ed to it. This is done by the first two instructions of the program: 


DAY LDA #$3F 
STA $A003 


Then, the green for direction A and the red for direction B are turned 
on by the next two instructions which load the appropriate bit pattern 
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(21 hexadecimal) in the I/O register: 


ON DAY LDA 891 
STA $A001 


A delay duration is then specified by depositing a value in memory 
‘ocation 00 and by calling the delay subroutine: 


LDA #$00 
STA $00 
JSR DLYA 


The process is then repeated for the yellow in direction A, the red in 
direction A, and the green in direction B, and finally the yellow in 
direction B, before coming back to the starting point: 


LDA #$22 YELLOW A AND RED B 
STA $A001 

LDA ББА 

STA $00 

JSR DLYA DELAY 

LDA #$0С RED A AND GREEN B 
STA $A001 

LDA #$00 

STA $00 

JSR DLYA DELAY 

ГОА #$14 RED В AND YELLOW В 
STA $A001 

ГОА #$E8 

STA $00 

JSR DLYA DELAY 

JMP ONDAY REPEAT 


The reader should verify that the program corresponds exactly to the 
flow-chart of Fig 5-13. Its interpretation should be completely straight 
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forward now. The reader is strongly encouraged to try different time 
constants than the ones indicated in the program and verify that the 
timing is what he expects. Let us now consider improvements to this 
traffic control algorithm. 


For example, you can modify the program so that the yellow clear- 
ance, the red clearance and the cycle durations be specified by the length 
of time one of the switches is depressed after starting the program. 


Exercise 5-3: Implement a “аупатіс response algorithm ” : the green 
time for arterial A will be extended by five seconds every time a request 
is sensed on the “Чоор detector"' (a switch), up to a maximum green 
duration of three minutes. 


Exercise 5-4: Implement “'реаезігіап calls”? by using the switches. 
Green should be give to the pedestrian as soon as possible, while respec- 
ting the minimum clearances. 


Exercise 5-5 : Implement a “police switch”: by pushing one of the 
Switches, the intersection will sequence manually through its sequence. 
If pushed quickly twice, the intersection reverts to automatic. 


DOT MATRIX LED 


We will use herea 5 x 7 dot-matrix LED display (see Fig 5-15). This 
type of matrix is used in a number of applications. For example, dot 
matrix printers often usea 5 x 7 dot matrix in order to print charac- 
ters on paper. TV monitors or CRT displays also use a dot matrix in 
order to display characters іп the screen. 5 х 7 is the standard mini- 
mal dot matrix for an acceptable representation of characters but it is 
not the best in terms of readability. Larger dox matrices, such as 7 х 
9, are used for improved readability, at increased cost. In this applica- 
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Fig. 5-15: A 5x7 Dot Matrix LED 


tion we will directly conntect a 5 X 7 LED dot matrix to the I/O register 
B of the 6522 #1 and to the 6522 #3. Ideally, drivers should be used 
with LEDs in order to get sufficient light intensity. Here, to minimize 
the parts count, we will connect the LED directly. This means that on 
the actual board the LEDs will be dim and the display somewhat hard 
to see. For improved performance add drivers on the lines. The con- 
nection of the LED dot matrix is shown on Fig 5-16. The 7 rows num- 
bered 1 through 7 are connected respectively to bits 7,5,4,3,2,1, and 0 
of the I/O register B of the 6522 #1. Bit 6 of this IORB is not available 
on the SYM board because the monitor dedicates bit 6 to the cassette 
input function. The state of bit 6 will, therefore, be indifferent in what 
will follow. 

The five columns of the LED display, labeled respectively 1 through 
5, are connected to bits 0 through 4 of the IORB of the 6522 #3. This 15 
illustrated on Fig 5-16. The two IORB’s reside respectively аі address- 
es A000 апа АСОО. 
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Fig. 5-16: Connecting the 5x7 LED 


SwiTCH Ва 


ROW 1 OF LED MATRIX 


ROW 2 
ROW 3 
ROW 4 
ROW 5 
ROW 6 
ROW 7 


83 
82 
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A2 
АІ 
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Fig. 5-17: The Connectors to the LED 
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The basic problem is to select the appropriate combinations of rows 
and columns to display the dots representing a character. Any charac- 
ter of the alphabet can be generated witha 5 x 7 matrix. Here we will, 
for example, display all the hexadecimal characters, i.e., the digits O 
through 9 and the letters A through F. Let us examine their encoding. 

An LED dot “оп” will be represented by а “0” bit. An LED dot 
“ОЙ” will be represented by а **1"' bit. This is because an LED will be 
turned on by grounding its row connection. The pattern required to 


Oeeeo 
eoo O O ® 
eoooe 
e 000 
ФӨССОСОӨ 
eoooe 
О6Ф6Ф6Ф0о 
на [аа [ајы 
Fig. 5-18: Displaying ''0'' 
ООФОО 
ООФОО 
O O 00 
O O 8O O 
O O 860 O 
QUO еше 
O O 00 O 


Fig. 5-19: Displaying "1" 
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display a “0” appears on Fig 5-18. Naturally, the user is free to choose 
any other pattern and other encodings may be used. For example, as 
an exercise, the user might want to display a “0” with square edges 
rather than with round edges. It should be а SINDIS matter to modify 
the table accordingly. 

The equivalent binary representation of the encoding appears on the 
right of Fig 5-18. The hexadecimal equivalent is indicated at the bot- 
tom of the binary table. The reader should remember that row 6 is not 
used. It is indifferent, i.e., сап be assumed to be either а “0” ога 
“1”, For example, let us look at the hexadecimal encoding for charac- 

г “0” on Fig 5-18. The first column has the value ‘‘1000001”, or 
more exactly “1-0000017” where a ““-”” represents the value of bit 6, 
which is not used. Let us assume for example that bit 6 will be set at 
“0”, Then, the value of the first column is ‘‘10000001”’ or “81?” hexa- 
decimal. 

Similarly, the value of the second column is (adding a 0 for bit 6) 
“00111110” or “ЗЕ” hexadecimal. | 

The five columns for the digit “0” are therefore: 


81, 3E, 3E, 3E, 81 


Let us look now at character **1". It is shown on Fig 5-19 and the re- 
quired binary encoding appears on the right of the illustration. 

Assuming that bit 6 is а “0,” the equivalent hexadecimal represen- 
tations are: 


BF, BF, 00, BF, BF 


If we assume that bit 6 is set at the value 1, then the encoding would 
be: 


FF, FF, 40, FF, FF 
Any one of the values **0" or 417” for bit 6 may be used for any one 
of the columns as long as we do not use bit 6 for any purpose. 


A complete table for encoding the characters “0” through “Е” is 
shown on Fig 5-21. 
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Exercise 5-7: Show the shape of the characters 0 through F using this 
table. 


Exercise 5-8: Rewrite the table in a more consistent way assuming that 
bit 6 is always 40”. 


CONFIGURE ROWS 
AS OUTPUTS 


CONFIGURE COLUMN 
AS OUTPUTS 


(REPEAT 


NO 


DELAY 


COLUMN 


Fig. 5-20: Driving a Dot-Matrix LED 


The flow chart for the LED dot matrix program appears on Fig 
5-21. Both rows and columns are configured as outputs by loading the 
appropriate bit patterns into the corresponding data direction registers 
of the 6522. The dot pattern for the character must then be displayed. 
The dots will be displayed in succession for every column of the LED. 
For each character, the program must therefore access five successive 
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entries in the dot-matrix table, corresponding to the five columns of 
dots required to display the character. This particular program will 
then cycle and display the character indefinitely. The dots are dis- 
played by turning off the columns (erasing the previous pattern), then 
enabling the row pattern corresponding to the desired dot positions, 
and enabling the column on which they are to be illuminated. Then, 
the next column must be displayed. All dots should be lit up for the 
same period of time, if they are to appear as having a uniform inten- 
sity to the observer. Further, all columns must be scanned in a time 
period of less than 1/10 of a second if no visible blinking is to occur. 
The delay routine at the end of the program is adjucted accordingly. 
The program appears below and on the next page. 


0 90 81 ЗЕ ЗЕ ЗЕ 81 


1 
2 
3 
4 
5 
6 
7 
8 
9 
А 
В 
С 
р 
Е 
Е 


Table resides in memory locations 0090-00DF. 


Fig. 5-21: A Dot Matrix Table 


Connection: Connector A to Connector H2 
Connector AA to Connector H3 

This program gets 8 LSB character address from location 0001, then goes to 
table shown on Fig 5-21 to pick up the data pattern for the selected character 
and display it on the LED matrix. 

Before executing this program, pre-load the 8 LSB of character address at loc- 
0001. 

The character pattern should be stored on Page 0 as indicated on Fig 5-21. 

(The 8 MSB of character address are all 00 on Page 0) 


Fig. 5-22: Basic LED Matrix Display (Program 5-3) 
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Note: 


0180 А9 


0182 8р 
0185 А9 


0187 8D 


018А А9 
018С 85 


018Е А2 
0190 А5 


0192 85 
0194 А0 


0196 АІ 


0198 8Е 


0198 8D 
019Е 8С 
ОІАІ, E6 


01А3 98 
01А4 4А 


01А5 А8 
01А6 СО 


01А8 DO 


01AA 4C 
ОТАР A2 
ОАЕ ES 
01BO EO 
01B2 30 
01B4 4C 


Notes: 
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1) 
2) 


ВЕ 


02 
1Е 


02 


BSS 


03 


FB 
96 


A character generator can be used to replace this table. 

The LED matrix used is 5 x 7, i.e. 7 bits are needed to define the 
the pattern of each column, but the above table uses 8 bits; this is 
because the program uses VIA #1 1/0 register В to drive the 7 rows and 
only 7 bits of this register can be used. Bit 6 is indifferent because it is 
dedicated for ON BOARD CASSETTE IN only. 


BSCLED LDA 


AO STA 


LDA 
AC STA 


LDA 
STA 


LDX 
RPTCHA LDA 


STA 
LDY 


NXTCOL LDA 
AC STX 


АО 
АС 


5ТА 
STY 
INC 


TYA 
LSR 


TAY 
CPY 


BNE 


01 JMP 
DLY3 LDX 

LP3 INX 
CPX 

BMI 

01 JMP 


#$BF 


$A002 
#$1Е 


$АСО2 


#$00 
$03 


#$00 
$01 


$02 
#$10 


$02 
$АСОО 
$A000 


$ACOO 
$02 


RPTCHA 


#$ЕЕ 


#$00 
LP3 


Before execution, 0001 should be 
pre-set 

To the selected character addr. 

Set VIA #1 DDRB = BF to drive 
7 rows 

Set VIA #3 DDRB = JF to drive 
5 columns 


Set 8MSB of character addr = 
00 at 0003 


Move the pre-set 8LSB of character 
addr. from 0001 to 0002 


Set (Y) = $10 for enabling last 
column 

(A) = current column pattern of 
selected character 

Disable all columns before enable 
rows 

Enable rows 

Enable current column 

Advance address in ($0002) for next 
column 


Shift (Y) right by one bit for 
enabling next column 


(Y) = 00 means all 5 columns 
displayed 

If not, branch to DLY3 to 
compensate timing (1), if yes, 
repeat the whole character 


NXTCOL Then go to enable next column 


1) This compensation is needed or else the last column will always be 
Fig. 5-22: (Continued) 
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enabled longer making the last column brighter than the first 4 
columns. 

2) The compensation mentioned above only solves the problem par- 
tially. The brightness is still not even, due to a different number of 
LED's enabled in each column. To solve this, a more detailed program 
can be written to take the number of LED's enabled for each column 
into account for timing compensation. 


Fig 5-22: (continued) 


The program is shown here. The first four instructions of the 
program condition the data direction registers for the rows and the 
columns, specifying that they be outputs: 


BSCLED LDA #$BF 


STA $A002 SET VIA #1 = 7 ROWS 
LDA #$1F 
STA $ACO2 SET VIA #2 = 5 COLUMNS 


By convention, in this program, the table location of the character to 
be displayed is contained at memory location “017” in page 0. The 
location of the character to be displayed is, for example, 90 for the 
character ‘‘O,’’ 95 for character “1,” and so оп, as indicated in the ta- 
ble at the beginning of the program. (An improved program will be 
suggested below.) As an example, if we are to display the character 
“2,” then the value 9A must have been deposited at memory address 
01. Since we will need to point successively to 5 table entries for each 
of the columns corresponding to this character, we will need to gen- 
erate the addresses 9A, 9B, 9C, 9D, and 9E. In order not to destroy 
our original character pointer ‘‘9A,’’ we will use two extra memory 
locations at addresses 02 and 03 to contain the current pointer to the 
column dots being displayed. Since we are operating in page 0, the 
contents of memory location 03 will be set to “0” (high order byte of 
the address). This is accomplished by: 


ГРА 8500 
STA $03 


Whenever we enter the main display loop, register X will be assumed 
to have the value ‘‘00’’. It will be used to disable an output register: 


LDX #800 


171 


6502 APPLICATIONS BOOK 


The first column we will point to is the one at the address specified 
in location O1 (the character table entry pointer). We therefore trans- 
fer the contents of memory location 01 to address 02: 


RPTCHA LDA $01 
STA $02 


Register Y is used as a shift counter and, at the same time, to enable 
Selectively one of the columns. It is set initially to the value “107 in 
order to enable the first column: 


LDY #$10 


The “1” will then be shifted right by one bit position, in order to en- 
able the next column, and so on. When the “1” finally falls off the 
register, all 5 columns have been displayed for the character, and the 
loop may be restarted. Since this register is not only used to enable one 
of the columns but also to count up to 5, it is labeled as a shift-coun- 
ter. The dot pattern for the current column is obtained by accessing 
the table entry at address 02: 


NXTCOL LDA $02 


The dot pattern is now contained in the accumulator. Let us display it. 
All columns are first disabled by loading ‘‘0’’ in the IORB: 


SIX ФАС00 


The accumulator contents are then output to the IORB to enable the 
rows: 


STA $A000 


Finally, the appropriate column is enabled and the selected LED will 
light up: 


STY $АСОО 
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An LED will light up only when it is connected to an active column 
апа to a grounded (0) row. Each “0” in the dot pattern will light up 
the corresponding dot in the selected column. 


Memory location “027 is then incremented, in order to point to the 
next dot pattern entry for the character. We must then shift our col- 
umn pointer right by one position and determine whether we have 
already displayed all columns or not: 


INC $02 


TYA Y CANNOT BE SHIFTED 
DIRECTLY 

LSR A 

TAY STORE RESULT BACK INA 

CPY #$00 

BNE DLY3 


JMP RPTCHA 


Since it is not possible to shift the Y register directly, it must be trans- 
ferred first to the accumulator, which is then shifted, and the contents 
of the accumulator are copied back into register Y. The contents of 
the accumulator are then tested for the value “0” (a program im- 
provement may be suggested to the present coding). If the accumula- 
tor is “0”, we are done and have displayed all 5 columns. Otherwise, 
we must implement a delay during which the LED will light up and 
then display the next column: 


DLY3 LDX #$FF 
INX 
CPX #$00 
BMI LP3 
JMP NXTCOL 


Index register X is used as a counter, and a traditional delay is achieved 
by incrementing the index register a reasonable number of times, then 
branching back to the next column at address NXTCOL. 
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Program improvements: In order to improve this program by re- 
ducing the number of instructions, let us first consider some coding 


modifications. Then, we will examine improvements to the functions 
performed. 


Exercise 5-9: Rewrite the delay routine DLY3 so that it uses fewer in- 
structions. 


Exercise 5-10: Inspect the least three instructions of the routine NXT- 


COL, from address 01А6 on (see Fig 5-22). Can you suggest another 
way to test whether the last ‘‘1’’ bit in Y has been shifted out? 


Exercise 5-11: Add a routine to this program so that, instead of depos- 
iting a pointer to the table entry at address 01, one needs to deposit only 
the actual character value. With this routine, the user must be able 
to deposit an actual value between “0” and “F,” and have this pro- 
&ram display it correctly. In order to do this, one must convert the 
character value to the table value. For example, “0” will correspond 
to “90” (see table at the beginning of program 5-3), “1” will correspond 


to “95”, and so on. The equation is: Starting address = 90 + code 
x 5. 


Note: Instead of performing a formal multiplication by five, one 
can use a shortcut: Remember that shifting left by one bit position is 
equivalent to a multiplcation by 2 and that 5 = 2+ 2 +1. А mult- 
iplication by 4 can be accomplished by 2 successive left shifts. 


Exercise 5-12: Write an additional routine which will display a string 
of characters. It will assume that the starting address of the string of 
characters is contained at memory location 01. Each character will be 
displayed for one second. The string of characters may be terminated 
by any code which is not between 0 and F. The program will then 
pause for two seconds and display the string again. 


Let us now consider improvements to the functions of the program. 
We will add four switches and develop a program which displays the 
hexadecimal value of the switches. 
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DISPLAYING SWITCH VALUES 


We will read here the values of four input switches in binary, and 
display the corresponding hexadecimal character on the LED matrix. 
The flow-chart for the algorithm appears on Fig 5-23. The program 
reads the four switches, then points to the beginning of the conversion 
table as defined in the previous program, then computes the table off- 
set for the character to be displayed. The address in the table for the 
binary code corresponding to the dots to be illuminated is obtained by 
multiplying the value of the character by 5. This can be verified by in- 


READ SWITCHES 
AI TO A4 
POINT TO CONVERSION 
TABLE BASE 
COMPUTE OFFSET 
x CHARACTER X 5 | 
DISPLAY CHARACTER 


Fig. 5-23: Displaying a Switch Уаісе 


specting the table shown on Fig 5-22. The address of the first column 
to be displayed is then computed and deposited in address 01 in page 
0. The previous program is used to display the character on the LED 
display. The program is: 


Connection: Connector A to Connector H2 
Connector AA to Connector H3 
This program reads the switches Al to A4 to compute one of 16 hexadecimal values 
and display it. 
This program uses program 5-3 as a subroutine. Before execution, change program 
5-3 as follows: 
1) At loc 01А8, data 4C should be changed to 60 ( 60 is the machine 
` code for RTS). 
2) The timing compensation constant at loc. 1АС 15 FF, this should be 
changed іо FO, because this program enables the last column longer than 
program 5-3. 


Fig 5-24: Advanced LED Matrix Display (Program 5-4) 
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0200 А9 00 RDCHA ГОА #$00 | 

0202 8D 03 AO STA $A003 Set VIA #1 DDRA =00 for input 
mode 

0205 AD01 А0 LDA $A001 Read switches ВІ — B4and Al — A4 

0208 29 OF © AND #$0Е Ignore В1 — B4 

020A A8 TAY Store Al — А4 reading іп (У) 

0208 А2 90 LDX #$90 Calculate character address and store 
at loc. 0001. 90 is the base address 

020D 86 01 STX $01 

020F A2 00 LDX #$00 Addition counter 

0211 18 ADD CLC A contains switch reading 

0212 65 Ol ADC $01 Loop through the addition five times 

0214 85 01 STA $01 90 + (A) 

0216 98 TYA | 

0217 ЕЗ INX Restore switch value in A. 

0218 EO 05 СРХ #$05 (X) = 5 means calculation completed 

021A 30 Е5 BMI ADD 


021С 20 80 01 
021F 4С 00 02 


JSR BSCLED Then call BSCLED for display 
JMP RDCHA Then update switch reading 


Fig. 5-24: (Continued) 
The program appears on Fig 5-24. The first two instructions config- 
ure the data direction register for port А as input, so that the switches 


can be read: 


RDCHA LDA #$00 


STA $A003 


Then, the contents of switches A1 through A4 are read. This program 
ignores the value of switches ВІ through B4. 


LDA $А001 
AND #$ОЕ 


MASK В1-В4 

The contents indicated by the switches are saved in index register Y: 
TAY 

The start address of the table (90) is then stored at memory address 01: 


LDX #$90 
STX $01 
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We will add to this start address the required offset to access the 
first column of dots for the character specified by the switches. The 
offset is computed by multiplying the value of the switches by 5. Index 
register X is used as a counter from 0 to 5. It is initialized to zero: 


LDX %500 


The contents of memory location 01 are incremented by 1: 


ADD CLC 


ADC $01 
STA $01 


The CLC instruction (clear carry) must be used prior to any addi- 
tion. In addition, we assume that the binary mode has been set (the 
6502 may operate either in binary mode or in decimal mode). Unless 
otherwise specified, the 6502 will normally operate in binary mode, 
since a reset operation will have cleared the flags register, thereby set- 
ting the binary mode. 

The value of the switches is then restored in the accumulator from 
index register Y where it had been saved. The addition counter X is in- 
cremented by 1 and tested against the value 5: 


TYA 

INX 

CPX #$5 
BMI ADD 


As long as the value of 5 has not been reached, the addition is repeat- 
ed. Once the value 5 has been reached, memory location 01 has been 
conditioned to the proper value and the subroutine BSCLED (the pre- 
vious LED display program) is called: 


JSR BSCLED 


The program then loops back in order to read the switches again and 
display the character they specify: 


JMP RDCHA 
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TONE GENERATION 


We have seen in the previous chapter how a tone may be generated 
by simply sending a square wave of the desired frequency to a speaker. 
The square wave form is generated by turning the speaker alternative- 
ly on and off. The duration during which the speaker is on or off is 
called the half-period. The delay measurement may be performed by 
software, or else by hardware, using the built-in interval timer of the 
6522. This built-in interval timer has been used previously, and we will 
use here a software method to control the delay duration. We will first 
develop a basic program to generate a tone, then improve it to gen- 
erate computer music. 


(Note: Do not 
adjust R4 CCW 

alt the way 
otherwise transistor 
B7 on MP board 
may be too hot) 


mW 


SPEAKER 


TO CONN H3 
PIN 15 


Fig. 5-25: Speaker Connection 


The hardware connection is shown on Fig 5-25. An additional resistor 
of 50 ohms or more should be placed in series with the speaker to limit 
the output current. The speaker is connected to the buffered output of 
the SYM. Turning the variable resistor down to zero could burn out 
both the pot and the output transistor on the board. 

The technique used to generate a tone is the usual Square wave method, 
implemented by a delay subroutine. 
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Connection: Connector A to Connector H2 
Connector AA to Connector H3 
This program activates the speaker with a pre-set frequency which has to be loaded 
into loc. 0004 before execution. 


0230 А9 80 ВЭСЭРК LDA 4580 

0232 8D 02 АС “ТА %АС02 Set VIA #3 DDRB = 80 for speaker 
output 

0235 А9 80 AGAIN LDA #$80 

0237 8D 00 AC STA %АС00 Set speaker driver high = activate 
speaker 

023A 20 48 02 JSR DLYB Call delay 

023D A9 00 LDA #$00 

023F 8D 00 AC STA %АС00 Set speaker driver low = turn 
speaker off 

0242 20 48 02 JSR DLYB Call delay 

0245 4C 30 02 JMP AGAIN Repeat 


Subroutine DLYB: This subroutine is similar to subroutine DLYA except that 
1) Thisdelay is much shorter. 
2) This delay takes delay index from loc. 0004 (the index should be a negative 


value). 
0248 Аб 04 DLYB  LDX $04 Load delay value into X 
024A E8 LPXB INX Increment X 
024B EO 00 CPX #$00 
024D 30 FB BMI LPXB Loop till (X) =0 
0246 60 RTS 


Fig. 5-26: Basic Speaker Activation (Program 5-5) 


The delay parameter for this program must be loaded at memory 
location 0004 prior to execution. It controls the frequency of the tone 
which is generated. The program is shown on Fig 5-26. The data direc- 
tion register B is configured for output on bit 7: 


BSCSPK LDA Я44580 
STA %АС02 


The speaker is then turned оп: 


AGAIN LDA #$80 
STA $АСОО 
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The speaker is left on for a duration specified Бу the contents of mem- 
ory location 0004, by calling the delay subroutine DLYB: 


JSR DLYB 


The speaker must then be turned off. This is accomplished by resetting 
bit 7 of the IORB to ‘‘0”’: 


ГОА 8900 
STA $АСОО 


The speaker must then be left off for the same duration and а сай to 
subroutine DLYB accomplishes this: 


JSR DLYB 


The program then loops on itself: 


JMP AGAIN 


The delay subroutine DLYB is essentially like the delay subroutine 
DLYA of Program 5-1: 


DYLB LDX $04 DELAY VALUE 
LPXB INX COUNTER 

CPX #$00 

BMI LPXB 

RTS 


Let us compute the duration of the delay introduced by this subrou- 
tine. The duration of each instruction is indicated on the right of 
each instruction below: 


# cycles 
LDX $04 (2) 
INX (2) 
Loop | CPX #$00 (2) 
BMI  LPXB (3) 
RTS (6) 
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In addition, the JSR (Jump to Subroutine) instruction, used to call 
this subroutine, introduces a 6-cycle delay. The loop is executed 256 — 
4 = 252 times. | 

Тһе total delay duration is therefore: 


6 + 2 + (2+2+3) x 252 + 6 = 14 + 7 x 252 = 1778 microseconds 


Exercise 5-13: Modify the delay routine by using a decrement instruc- 
tion rather than an increment instruction. 


Fig. 5-27: Binary Switches Specify Tone 


MUSIC 


The basic method for generating a tone of set frequency has been 
presented. We want now to be able to play a tune. This program will 
read the binary value of the three switches A-1 through A-3 and gen- 
erate a tone corresponding to the switch setting (see Fig 5-27). The 
note “С” (do) will be generated for a ‘‘0’’ switch setting, then а “D” (ге) 
for ‘‘1’’, etc. A full octave plus one note, i.e., “С” through “С”, can 
be played according to the setting of the three switches. This program 
will use the previous one as a subroutine. Before executing it, the con- 
tents of memory location 0245 should be changed from “4С” to 
“60”. A frequency table will be constructed first, which specifies the 
duration of the half period of the square wave which generates the 
tone. It appears on Fig 5-28. 
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0050 А2 80 ТОМЕ LDX #$80 Frequency for middle C 


0052 4С 74 02 JMP 1.004 
0055 А2 90 LDX #$90 Frequency for Р 
0057 4С 74 02 ЛМР LD04 
005А А2 9С LDX #$9C Frequency for E 
005С 4С 74 02 JMP 1.004 
005Е А2 А4 LDX #$А4 Frequency for F 
0061 4C 74 02 JMP 1.004 
0064 А2 BO LDX #$BO Frequency for G 
0066 4C 74 02 JMP 1.004 
0069 A2 B8 LDX #888 Frequency for A 
006B 4С 74 02 ЛМР LD04 
006Е А2 CO LDX #$CO Frequency for B 
0070 4С 74 02 JMP LD04 
0073 А2 Са LDX #$C4 Frequency for C 
0075 4С 74 02 JMP LD04 


Fig. 5-28: Music Frequency Table 


READ SWITCHES 


ОМРИ REQU 
TABLE OFFSET 
= 5x SWIT 


OBTAIN PERIOD 
LOAD DELAY VALUE 
AT LOCATION 4 


Fig. 5-29: Music Program Flow Chart 
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0250 


0252 


0254 


0257 
0259 
025С 
025Е 
0260 
0261 
0263; 
0265 
0267 


0269 
0268 


0260 
026Е 


0271 
0274 
0276 
0279 
027А 


027С 
027E 
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Connection: Connector A to Connector H2 

Connector AA to Connector H3 

This program reads switches А] - АЗ and activates the speaker at 8 different 
frequencies defined by the switches. 

This program uses Program #5 as a subroutine, hence before execution data at loc. 
0245 should be changed from 4C to 60. 

This program branches to a frequency table for tuning. The frequency table has to 


be loaded as follows before execution: 


A9 00 


85 05 


DO F8 
4С 57 


АО 


00 


02 


02 


MUSIC LDA #$00 


KEY 


LD04 
CBSPK 


STA 


STA 


LDY 
LDA 
AND 
STA 

CLC 

ADC 
ADC 
ADC 
ADC 


STA 
LDA 


ADC 
STA 


JMP 
STX 
JSR 

DEY 
CPY 


BNE 
JMP 


$05 
$A003 


#$C0 
#$A001 
#$07 
$04 


$04 
$04 
$04 
$04 


$04 
TUNE 


$04 
$04 


($0004) 
$04 
BSCSPK 
#$00 


CBSPK 
KEY 


Pre-load the 8MSB of indirect jump 
address 

At loc 0005 (= 00 because frequency 
table is on page 0 ) 

Set VIA #1 DDRA = 00 for input 
mode 


(Y) = delay constant for each frequency 


Read in switch setting 
Ignore upper five bits 
Save switch setting at $04 


Calculate relative address in 
frequency table 


Add the base address of frequency 
table 


Store the calculated address (8LSB) at 
loc. 0004 ^ 

Jump indirect into frequency table 

Get the correct frequency constant 

Call BSCSPK to activate speaker 


Loop till (Y) = 0 before sensing the 
switches 

Again 

Go to sense switches again 


Fig 5-30: The Music Program (Program 5-6) 


The flow-chart for the algorithm appears on Fig 5-29. The program 
reads the contents of the three switches, then computes the offset re- 
quired to obtain the corresponding delay from the frequency table. 
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CONNECTOR 


РА? O————» SWITCH B4 
РАб Oo. ” ВЗ 


IORA T 
"A001 7 “ АЗ 


РВ О————> ROW | OF LED MATRIX (PIN 2) 
PBS o———— ROW? " (12) 
VIA 41 
PBS O= ROW dd 3 
IORB 19 ANS (3) 
А000 РВЗ i10 — ROW 4 (4) 
(EXCEPT | РВ2 o> ROWS ә (11) 
РВ6) PB! ت‎ ROW 6 ч (10) 
PBO Oe ROW 7 ә (9) 


CONNECTOR 


2 М5В 25 


ОЕМІА #3 ` 
ІОВА РА7 o——— (PHOTO TRANSISTOR) 


АСОТ PAG o—;— (MOTOR) 
РВ? а“ (5РЕАКЕК) 
Рве OT (SMALL RELAY ) 
мд з | PBS ——— BIG RELAY 1) 
IORB ( РВА о——————> COL 5 OF LED MATRIX (PIN 13) 
АСОО | РВЗ Ow COL 4 ” (14) 
РВ2 og COL 3 » (8) 
РВ o——— C012 " (1) 


PBO o—22 COL] 2 (5) 


Fig. 5-31: Connections For Music Program 
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This offset is equal to 5 times the value specified by the switches. The 
period of the square wave is then obtained and the note is played fora 
specified duration. The program then loops on itself so that the next 
note (or the same) is played. The program is shown on Fig 5-30 and 
the connections are shown on Fig 5-31. Locations 04 and 05 will be 
used for an indirect jump. Since the frequency table resides in Page 0, 
the contents of location 05 are immediately initialized to 0: 


MUSIC LDA #$00 
STA 805 


The data direction register, DDRA, is then configured to “00” to spe- 
cify the input mode: 


STA $A003 


The duration of the tone is specified by the contents of register Y 
which correspond to an outer loop delay (to be explained below): 


KEY LDY #$CO 


The contents of the three switches Al, A2, and A3 are then read from 
the ТОКА at location A001, and the upper 5 bits are masked (set to 0): 


LDA #$A001 
AND #$07 


This switch setting is then saved at memory location 04 so that the ac- 
cumulator can be used for other purposes: 


STA $04 
In order to compute the offset in the frequency table, the value ob- 


tained from the switch is multiplied by 5. This is done here by adding 
this value to itself 4 times: 


ADC $04 
ADC $04 
ADC $04 
ADC $04 
SIA $04 
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The resulting offset value is then stored at memory location 04 and we 
are now ready to obtain the half period from the frequency table: 


LDA ТОМЕ BASE ADDRESS 

ADC $04 

STA $04 BASE & DISPLACEMENT 
JMP ($0004) JUMP INDIRECT 

SIX $04 FREQUENCY CONSTANT 


The value is returned in register X and saved at memory location 04 
then the subroutine BSCSPK is called to activate the speaker: 


CBSPK JSR BSCSPK 


This speaker will be activated as many times as specified by the con- 
tents of register Y: 


DEY 
СРУ #$00 
BNE CBSPK 


Finally, once the tone has been generated for the specified duration, 
the keys are read again: 


JMP KEY 
Let us improve this program: 


Exercise 5-14: We could simplify the frequency table by storing in it only 
the binary value for the delay, i.e.: $80, $90, etc. Modify the program 
above so that the switch setting is used as an index to retrieve the con- 
tents of this new table. Note the significant improvement in the length 
of the overall program. 


Exercise 5-15: If you actually run this program on a microcomputer 
board, you will notice a minor problem: The program does indeed 
play the required note; however, you can hear at the same time a lower 
frequency note. By inspecting carefully the last 5 instructions of the 
music program, you should be able to determine what the problem is. 
Can you propose a modified program which will eliminate this? (Hint: 
The speaker тау be turned off ‘оо long’’.) 


186 


INDUSTRIAL AND HOME APPLICATIONS 


Exercise 5-16: Looking at the instructions “АРС $04" repeated 4 
times, suggest a way to achieve the same result with fewer instructions, 
if possible. 


Exercise 5-17: The third instruction from the end is “СРҮ 8900”. Is it 
necessary? 


The table used in the music program has been designed ‘‘by ear’’, 
not by computing the correct frequencies. The values should now be 
checked to determine how good this table is. 

In America, the Standard Pitch is A4 = 440 Hz. The frequency of 
notes doubles every twelve half notes. From tone Т, to tone Т;, the 
frequency is N, = 1/9 x М. 


The frequencies are indicated on Fig 5-28 . 
Exercise 5-18: Inspect the BSCSPK routine to compute its timing. 
Knowing the periods of the notes (Fig 5-28), compute the correct 


theoretical frequency constants. (Hint: Do not forget that the speaker 
is alternately on and off for half a period.) 


VCC 


2.2K 
TO CONN H3 


Fig. 5-32: The Photo-Transistor Circuit (on socket M3) 
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A BURGLAR ALARM 


We are going to implement here a realistic home alarm system. En- 
try in the home will be detected by a phototransistor-detector set; it is 
assumed that the light emitter is normally on. Whenever the beam is 
broken, the detector will indicate it and the alarm will be triggered. 
This alarm will generate a siren sound in the speaker. Further im- 
provements will be suggested at the end of the program. 


READ PHOTO DETECTOR 
STATUS 


OFF 


ACTIVATE SPEAKER 
FOR SET DURATION 


INCREASE FREQUENCY 


Fig. 5-33: Alarm Flow Chart 


The connection of the phototransistor is shown on Fig 5-32, and the 
flow-chart for the algorithm appears on Fig 5-33. We will read the 
Status of the detector. As long as it stays ‘‘on’’, nobody has broken 
the beam, and we keep reading. Whenever the beam is broken, the 
status of the detector will be “90” (‘‘off’’), and the speaker will be acti- 
vated for a set duration. In order to generate a siren-like sound, the 
frequency of this sound will be progressively increased until a maxi- 
mum frequency is reached (see Fig 5-35). At this point, the status of 
the photodetector will be probed again, and as long as it is off, the 
siren will keep sounding. The program appears on Fig 5-34. The pho- 
totransistor input is connected to bit 7 of the IORA of VIA #3 (see Fig 
5-32). 
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TIME 


Fig. 5-34: A Siren Sound 


Connection: Connector A to connector H2 
Connector AA to connector H3 


This program senses the phototransistor output, if the output is high, which 
means the phototransistor is in the dark and 15 in the off-state, nothing 


will happen, but if the output is low, which means the phototransistor 
gets light and is in the on-state, then sound the alarm immediately. 


changed to 60. 
0281 А9 00 ALARM LDA 
0283 8D 03 AC STA 
0286 AD 01 AC DETECT LDA 
0289 29 80 AND 
028B C9 80 CMP 
028D FO F7 BEQ 
028Е А9 80 LDA 
0291 85 04 STA 
0293 AO FO LP7 LDY 
0295 20 30 02 SOUND JSR 
0298 C8 INY 
0299 Со 00 CPY 
029B 30 ЕЗ ВМІ 


This program also uses BSCSPK as а subroutine, hence loc. 0245 should be 


#$00 

$ACO3 Set VIA #3 DDRA = 00 for input 
mode 

$АСО1 Read photo-transistor output 

#$80 

#$80 

DETECT if output = high, keep polling 

#$80 Else sound the alarm by setting the 
initial 

$04 Frequency constant = 80 at loc. 0004 


#$FO . Set delay constant = FO at (Y) 
BSCSPK Call BSCSPK to activate speaker 


#$00 . 
SOUND Loop till (Y) = 0 before changing 
frequency constant 


Fig. 5-35: Burglar Alarm (Program 5-7) 189 
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029D А9 01 LDA #$01 Increment frequency constant by 1 


029F 18 CLC 

02А0 65 04 ADC $04 

02А2 85 04 STA $04 

02А4 C9 А8 CMP #$A8 Loop till highest frequency constant 
= A8 

02А6 30 EB BMI 1Р7 

02А8 АС 86 02 JMP DETECT Then sense phototransistor о/р again 


Fig. 5-35 (continued): Burglar Alarm 


The first instructions of the program implement a polling loop 
which tests the status of the phototransistor: 


ALARM LDA #800 


STA %АС03 
DETECT LDA  $ACOI 
СМР #$80 


BEQ DETECT 


As soon as the photodetector is off (on an experiment board, this will 
be achieved by covering the LED detector with a finger or a piece of 
cloth), the alarm will be sounded. The specified initial frequency con- 
stant is loaded at memory address 04, and the tone duration for this 
frequency is loaded in register Y. The previous subroutine BSCSPK is 
then called to sound the speaker: 


LDA #880 
SIA $04 
LP LDY #$FO 
SOUND JSR БВ5С5РК 
INY 
СРУ 4500 


BMI SOUND 


The subroutine is called as many times as necessary to implement the 
secondary delay specified by register Y. The frequency constant is 
then incremented by 1, stored back at memory location 04, and com- 
pared against the maximum frequency. As long as the maximum fre- 
quency has not been reached, the program keeps generating a sound 
of increasing frequency. 
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LDA Я501 
CLC 

ADC $04 
STA $04 
СМР #$A8 
BMI  LP7 


JMP DETECT 


Whenever the maximum frequency has been reached, the program 
loops back to its starting point. Several improvements are possible. 

In a realistic home use, this alarm system will be placed somewhere 
inside a house and the photoelectric pair including a light-emitter and 
a receiver will be placed somewhere in the house. (In practice, an in- 
fra-red beam is often used as it is not visible to the eye.) It may be 
positioned to protect a room or to protect the entrance to the house. 
The program should be improved so that, once the alarm has been 
turned on, it is possible to leave the house without triggering it. The 
first exercise will bring this improvement: 


Exercise 5-19: Modify the program so that the user may exit from the 
house within two minutes after the system has been armed (turned 
Оп). In other words, no alarm should be triggered for two minutes 
after the program is turned on, regardless of the status of the photo- 
detector. After that, the alarm should operate normally. 


Another problem must be solved: Upon re-entering the house, we real- 
ly do not want the alarm to sound immediately. We want to have the 
time to walk to the microcomputer board and turn it off. The next ex- 
ercise will take care of that: 


Exercise 5-20: Once the alarm has been armed (after two minutes), it 
should not sound until 30 seconds after detection of an entry. 


Let us improve further: There might be some minor variations in the 
light beam which may cause noise on the line. We do not want this to 
trigger the alarm. 

Exercise 5-21: Modify the program so that the alarm is triggered only 


if the beam is interrupted for more than .05 second. 
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Let us keep improving: In case an animal should trigger the alarm, we 
want to provide an automatic shut-off system. We want the alarm to 
sound for two minutes after detection has occurred and then turn it- 
self off. 


Exercise 5-22: Modify the program so that the alarm will sound for 
two minutes after detection has occurred and then turn itself off. 


In addition, at the time that detection occurs we may want to take ad- 
ditional action such as turning on the lights or else dialing the police. 
This can be easily accomplished by merely turning on an external 
relay. 


Exercise 5-23: Modify the above program so that an external relay is 
turned on every time that entry is detected. 


Note that this feature can be used advantageously even if you cannot 
dial the police automatically: You could connect a lamp to the relay 
Output so that even if an intruder came in and left quickly when the 
alarm sounded, his intrusion would be revealed by the fact that the 
lamp would be left turned on at the time you returned. 


Exercise 5-24: Could we delete the instruction CPY #$00 at address 
02992 


Exercise 5-25: Add а “рапїс button" which you can press to activate 
the alarm at any time. Modify the sound of the alarm so that neigh- 
bors can differentiate between а “рапіс сай?” and an “айағт.” 


DC MOTOR CONTROL 


The goal of this program is to control the speed of an ordinary DC 
motor. A regular low-cost 12 volt hobby DC motor will be connected 
to the microcomputer board, and the rotational speed will be specified 
by switches. Three switches will be used, so that 8 different combina- 
tions may be specified, corresponding to 8 rotational speeds. The 
motor circuit is shown on Fig 5-36. The switches connection is shown 
on Fig 5-27. 
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INVERTER 
IS USED — 
TO HAVE 
MOTOR 
NORMALLY 
OFF 


Fig. 5-36: Motor Circuit 
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fig. 5-37: Digital Speed Control 
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Fig. 5-38: Simplified Speed Diagram 


The principle used to control the speed of the motor is to turn it on 
for a set duration, then turn it off. Because of its rotational inertia, 
the motor will keep turning for a while. A new pulse will then be gen- 
erated and the motor will be turned on again. It will accelerate again. 
This pattern will be repeated. The resulting speed of the motor is 
shown on Fig 5-37. A simplified diagram showing the same curve ap- 
pears on Fig 5-38. It is essentially a saw-tooth curve where the motor 
accelerates as long as power is applied, then decelerates until it receives 
the next pulse. The average speed is indicated by the horizontal line 
between the minimum and the maximum speeds on Fig 5-37. It can be 
seen from the illustration that the speed will constantly oscillate be- 
tween its minimum and its maximum values. If the speed must be de- 
fined with good accuracy, then the minimum and the maximum speeds 
will have to be close. This will be achieved by using shorter pulses. 
However, as in any phenomenon that involves inertia and oscil- 
lations, instabilities will occur. In particular, it should be noted on 
the illustration that, if the “оп” pulse is given before time “‘t,’’, then 
the speed will not decrease and will keep increasing instead. This is be- 
cause the inertia of the motor has not had the time to slow it down to 
where the speed would decrease. More complex phenomena may still 
occur. This topic will not be discussed in detail here. Simply, we will 
design a program with adjustable delays and later adjust these delays 
by trial and error so that they work with the type of motor we are us- 
ing. The reader should simply be aware that these delays can be ad- 
justed in various ways to improve the accuracy of the speed obtained 
and/or to eliminate oscillation problems. 
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IORA 


SWITCH А! 


РА! А2 


АЗ 


(ACOH) +5V 


Fig. 5-40: The Connections 


The Hardware Connections 


Two ports are used: on the 6522 #1 and on the 6522 #3. They are 
shown on Fig 5-40. The IORA register is used as an input port for the 
three switches. The switch setting will determine the speed of the 
motor. The corresponding value of the DDRA is shown on the left of 
the illustration. The IORA of 6522 #3 is used as an output port to con- 
trol the motor itself. The motor is connected to bit 6 of the IORA. The 
detail of the interface appears on Fig 5-36. The driver is required to in- 
vert the signal and the transistor is used to provide sufficient current. 


195 


6502 APPLICATIONS BOOK 


TURN MOTOR ON 


READ SWITCHES 


MULTIPLY BY DELAY UNIT 
ADD MINIMUM DURATION 
STORE COMPUTED DELAY 


COUNTER = CYCLES 


і 


DECREMENT COUNTER 


Fig. 5-41: DC Motor Flow Chart 


The Program 


The flow-chart for the program is shown on Fig 5-41. The motor 
will be turned on for a duration Ton, and turned off for a duration 
Torr, In this algorithm, the duration om is fixed, and the duration 
Ton is increased for every switch setting from “000” to “111.” The 
minimum Ton duration here corresponds to the switch setting “000”. 
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The delay corresponding to a switch setting can be computed with the 
formula: 


Ton = MIN + Unit X switches. 
Numerically, the constants used for the delays are: 


DELAYorr = СОН = 192 decimal 
DELAYon = 80g + switches X OBH = 
128 + switches x 11 (decimal) 


[swircnes [oo [om [oro fon [oo [o [no аа, 
PDELAYow [128] us |150 (те [172 [165 рэт Газ 


128 


ON ON 

OFF 

000 
0 192 
16] 
ON | 
011 еді | 
0 192 
0 205 
ОМ 
OFF 

111 

0 192 


Fig. 5-42: Тһе Waveforms 


The waveforms generated Бу the various settings appear оп Fig 5-42. 
Let us now turn to the flow-chart of Fig 5-41. The motor is first turned 
on for an initial duration to achieve initial rotational speed (otherwise, 
a train of short pulses might not be able to get it started). The value of 
the switches is then read and the resulting delay must be computed. 
The value of the switches multiplied by the delay unit is added to the 
minimum pulse duration. The resulting computed delay is stored. The 
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motor is then turned on for the computed delay duration. This is De- 
lay B. Then the motor is turned off for a duration called Delay C. This 
process is then repeated for several cycles in order for the speed to sta- 
bilize. Then, the switches can be read again and, if the setting has been 
changed, the new speed will be generated. Note that the built-in delay 
implemented by repeating the cycle several times also takes care of the 
switch bounce problem. If no delay was allowed for the speed to sta- 
bilize, the switches should be debounced by hardware or by software 
(see reference C207 for details on debouncing). 


Connection: Connector A to connector H2 
Connector AA to connector H3 
This program reads switches Al - АЗ to define motor speed desired and rotates 
the motor accordingly. 
This program uses two subroutines: DLYA and DLYB. 


0280 А9 40 MOTOR LDA #$40 

02B2 8D 03 AC STA $ACO3 Set VIA #3 DDRA = 40 for motor 
driver output 

0285 А9 00 LDA #800 Turn on motor for оле DLYA 
duration to obtain initial speed. 

02B7 8D 01 AC STA $ACOI 

02BA A9 FF LDA #$FF 

О2ВС 85 00 STA $00 

02ВЕ 20 20 Ol JSR DLYA 

02С1 A9 00 LDA 4500 Set VIA #1 DDRA = 00 for input 
mode 

02C3 8D 03 AO STA $A003 

02C6 AD 01 AO MTRSP LDA $A001 Read switches 

02C9 29 07 AND 8507 Ignore upper 5 bits 

02СВ А8 TAY (Y) = switch reading 

02СС А9 ОВ LDA #$0B Set on-delay difference = ОВ 
between switch settings 

02СЕ 85 06 STA $06 

02D0 CO 00 LP8 СРУ #$00 

92D2 FO 07 BEQ ONDLY 

02D4 18 CLC 

0205 65 06 ADC $06 

02D7 88 DEY Loop till ($0006) = (switch reading 
x $0B) 

02D8 4C DO 02 ЈМР 1Р8 

020В 85 06 ONDLY 5ТА $06 

02DD А9 80 LDA #$80 Calculate the on-delay constant = 80 


t (switch reading X OB) 


Fig. 5-43: Motor Control (Program 5-8) 
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02DF 
0260 
0282 
0284 
0266 


02Е8 
02EA 
02ЕС 
02ЕЕ 
02Е2 


0284 
0286 
02Е8 
02ЕВ 
02ЕЕ 
02ҒЕ 


0301 
0303 


18 
65 
85 
А0 
А5 


85 
А9 
8D 
20 
A9 


85 
A9 
8D 
20 
88 
CO 


30 
4C 


E3 
C6 


АС 


02 


АС 
02 


02 


МТКОМ 


MTROFF 


CLC 
ADC 
STA 
LDY 
LDA 


STA 
LDA 
STA 
JSR 
LDA 


STA 
LDA 
STA 
JSR 

DEY 
CPY 


BMI 
JMP 
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$06 
$06 
#$CO 
$06 


$04 
#$00 
$ACOI 
DLYB 
8$CO 


$04 
#$40 
$АСО1 
DLYB 


#$00 


MTRON 
MTRSP 


Store this constant at loc. 0006 


Move (0006) to loc. 0004 before call 
DLYB 


Turn motor on 

Then call DLYB 

Set off-delay constant = СО, 
independent of switch reading, 
load this into loc. 0004 

Turn motor off 


Then call DLYB 


Repeat this on-off sequence till (Y) 
= 00 


Then read switch setting & repeat 
over 


Fig. 5-43: (Continued) 


The program appears on Fig 5-43. The first four instructions turn 
the motor on by conditioning the data direction register and placing 
“0” in the data register: 


MOTOR 


AC 


LDA 
STA 
LDA 
STA 


#$40 
$ACO3 
#$00 
$AC01 


A delay value “ЕЕ” is then deposited at memory location “00”, 
which is the agreed convention for passing a parameter to the subrou- 
tine DLYA (see Program 5-1). The subroutine DLYA is then called. It 
implements the initial delay required for the motor to achieve its initial 
speed. 


LDA 
STA 
JSR 


#SFF 


$00 


DLYA 
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The value of the switches is then read: 


LDA #$00 
STA $А003 
MTRSP LDA  $A001 


And the value of the lower three bits is extracted from the reading: 


AND #$07 МА5К 
ТАҮ 


For each switch position except “000”, an additional duration unit 
will be added to the minimum duration of “ОВ” hexadecimal. The 
value of the switch reading is, therefore, saved in index register Y, and 
the initial duration delay is loaded into memory location “06”. 


ГРА #$0B 
STA %06 


LP8 is an addition loop which will add the delay unit as many times as 
specified by the switch setting: 


LP8 CPY #$00 
BEQ ONDLY 
CLC 
ADC $06 
DEY 
JMP LPS 


Exercise 5-26: Can уои modify the code above so that СРУ #$00 is 
unnecessary? Why? 


Once ONDLY has been reached, memory location **06" contains the 
additional duration for the pulse, as specified by the switches. It is 
then added to the minimal duration of “807” hexadecimal: 


ONDLY ЭТА %06 


LDA #$80 
CLC 

ADC $06 
STA %06 
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The У register is then loaded with the value “С0” hexadecimal which 
specifies the number of times that we will turn the motor on and off: 


LDY #$CO 
Once location MTRON has been reached, memory location “06” con- 
tains the constant necessary to implement the ‘‘on’’ delay. It is trans- 
ferred to memory location ‘‘04’’ so that the subroutine DLYB may be 


used. The motor is turned on and the delay is implemented: 


MTRON LDA $06 


STA $04 

LDA #0 TURN MOTOR ON 
STA %АС01 

JSR DLYB 


The off delay must then be implemented, and the value “С0” hexa- 
decimal is stored at memory location ‘‘04’’. The motor is explicitly 
turned off and the delay is implemented by the subroutine DLYB: 


ГРА #$СО 
STA $04 
MTROFF LDA #$40 MOTOR OFF 
STA %АС01 
JSR DLYB 


After the motor has been turned off, the loop counter Y is decrement- 
ed. Index register Y is used here to count the number of times that the 
on/off cycle will be executed. It has been loaded with the initial value 
““С0”” hexadecimal, and is decremented every time that the motor is 
turned off. If the value “0” has been reached, the program goes back 
to the beginning and reads the next switch setting. If Y has not decre- 
mented to “0”, then the program loops back to MTRON in order to 
go again through an on/off cycle: 


DEY 

СРУ #$00 
BMI | MTRON 
JMP  MTRSP 


Let us now consider improvements to the program. 
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Exercise 5-26: Let us first perform some improvements in style: Exa- 
mine the program corresponding to memory addresses 200 to 2D8. 
Can you suggest any improvement to the way the code has been writ- 
ten?. (Hint: One instruction can be saved.) 


Exercise 5-27: Same question for lines 02FF to 0303. 


Exercise 5-28: This exercise is valuable if you are indeed performing 
an experiment on a real motor: increase progressively the “ој?” delay 
by changing the appropriate constant in the program. What happens? 


Exercise 5-29: Same question by reducing the off delay. What is the 
problem? 


Exercise 5-30: Another algorithm which could be used would be to 
send a variable number of “оп” pulses of constant duration, i.e., to ad- 
Just the duration of the “off” delay rather than the “оп” delay. Can 
you modify the program accordingly? 


Important note. Because every motor has different characteristics, the 
timings in the program are best determined by a trial and error proc- 
ess. You are strongly encouraged to modify the various constants 
which have been used, such as the minimum “оп” delay, the mini- 
mum “ой? delay, and the timing increments until you obtain by ex- 
perience the settings which give the best results. In addition, if you in- 
tend to load the motor by connecting it to a real device, you will intro- 
duce additional inertia and friction parameters. Additionally, low- 
cost hobby motors may be poorly lubricated and after a period of a 
few weeks or a few months may have much higher friction. They will 
then require a much longer warm-up period and may also require 
longer pulses. As long as you are aware of the mechanical mood of 
your motor, you should be able to adjust the parameters accordingly. 


Exercise 5-31: Can you determine what happens if you send very short 
“оп” pulses? 

The above program is an open control loop where we are controlling 
the speed of the motor but not measuring it. Let us suggest possible 
improvements to this technique. 

Exercise 5-32: Display the speed setting of the motor. The speed set- 
ting of the motor could be identical to the switch setting, i.e., you 
could just display a number between О and 7. 
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In the next exercise, we are going to implement a real closed control 
loop. This exercise is of special interest if you want to understand the 
concept used to regulate a disk, for example. A simple and effective 
way to measure the speed of the motor is to attach a cardboard disk to 
the shaft. A hole, called the index hole, should be perforated in the 
disk. Arrange the disk so that a light emiter is on one side of the disk 
while a light receiver is on the other side. They sould be arranged 
in such a way that when the hole passes in front of the light- 
emitting diode, the light illuminates the receiver. (This is exactly what 
is done on a computer floppy disk to detect the index hole.) Every time 
that the receiver is illuminated, a pulse will be detected. By counting 
the number of pulses per second, one obtains the exact rotational 
speed of the motor in rotations per second. Using this information, it 
is possible to adjust the duration, or the frequency, of the “оп” and 
the **off" pulses to regulate the speed with great precision. Тһе com- 
parison between this technique and a floppy disk stops here, as, in a 
floppy disk, the speed must be regulated with great precision and must 
be regulated even during a partial rotation of the disk, not just on the 
average. On a disk, additional information is therefore used: Informa- 
tion is recorded on a track and the pulses are used to adjust the rota- 
tional speed during part of a single revolution. In the case of our 
motor, it is important to measure the actual speed, since any friction 
or any load on the motor will modify its rotational speed. All the 
hardware and software techniques necessary to implement this have 
been already introduced. 


Exercise 5-33: Write the program that will accomplish it. 


ANALOG TO DIGITAL CONVERSION (A HEAT SENSOR) 


A thermistor will be used here to measure temperature. Any other 
heat sensing device could be used. The resistance of a thermistor 
changes with the temperature. We will use this feature to detect tem- 
perature changes in the environment and take action depending on the 
temperature measured. The main problem is, given an analog value 
(one which changes value continuously, here the resistance of the ther- 
mistor), the main problem is to measure it with a binary number. This is 
called the analog to digital conversion problem. Components exist today 
which will perform this conversion essentially with a single compo- 
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nent. Here, we are going to use a less costly (and more educational) 
solution which uses a digital-to-analog converter plus some opamps. 
The analog-to-digital conversion will be performed by program. (For 
details on analog to digital conversion techniques, the reader is re- 
ferred to Chapter 5 of our reference book C207 Microprocessor Inter- 
facing Techniques.) | 

We will use here a successive approximations technique. An initial 
binary value will be generated, then converted to analog form. This 
analog approximation will then be compared with a comparator to the 
value generated by the thermistor. The result of the comparison, “‘0” 
ог “17” depending on whether it is smaller or greater, will be used to 
generate the next successive approximation. 


6522 It 


DDRA IORA 
of БЕКШЕ 
2 ١ j 
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< THERMISTOR 
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Fig. 5-44: Connection for ADC 


The hardware connection used in this experiment is shown on Fig 
5-44. The 8-bit output of IORA is connected to an 8-bit DAC, a digi- 
tal-to-analog converter. This digital-to-analog converter transforms 
the 8-bit binary number into an analog signal whose value is then com- 
pared to the one of the thermistor. The comparator output is connect- 
ed back to bit 0 of IORB, where it can be sensed. 

The algorithm will turn on in succession every bit of IORA from the 
most significant bit (bit 7), down to bit 0. 

The initial value tried will be “100000007. If it is found to be too 
small, then bit 7 will be left unchanged, and bit 6 will be turned on. In 
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this example, the next approximation will be “11000000”. If at this 
point the approximation is too high (as decided by reading the output 
of the comparator), then bit 6 will be turned off. The next approxima- 
tion will be “10100000”. Bit 5 has been automatically turned on. And 
sO on. 


FOURTH 
SECOND 
TRY APPROXIMATION 


ANALOG 


SIGNAL 


1 9 1 0 —— APPROXIMATION 


Fig. 5-45: Successive Approximations 


TURN ON MSB 
OUTPUT APPROXIMATION 


READ COMPARATOR 


TURN OFF CURRENT BIT 


I 


Y 


{© 


MOVE DOWN ONE BIT. 
TURN ITON 


Fig. 5-46: Successive Approximation Flow Chart 
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The formal algorithm is illustrated on Fig 5-45, and on the flow 
chart of Fig 5-46. The process continues until all 8 bits have been used. 
The resulting binary value is the best possible approximation of the 
analog value, with the precision afforded by an 8-bit representation. 
Naturally, the process assumes that the algorithm is executed fast 
enough, so that the analog value does not change faster than it can be 
measured. Otherwise, а sample-and-hold circuit should be used. 
The illustration of Fig 5-45 shows the successive-approximations 
closing in on the exact value of the analog signal. Every time that a 
new bit is used, the interval is divided by two. 


+12V 
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= LA ue 
p 
FROM | 4 71766 Е OY Ma Б: 
CONN |e rE MC 1408 [22k 33K | 
PINS | 
7 І/рЗ i 3 14 ; 
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9 I/p1 = — 12V 
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3 = ADDITIONAL 
39PF RESISTORS RECOMMENDED +5V 
jal Г | 0 11 
Mó (THERMISTOR) 10 
— 12V ve TO CONN H4 
8 Ў i 
5 7 PIN 22 
— 12V 
м7 = 2.2 
10 7 3 Я 
+12У 42K 6 


M7 
1! 


Fig. 5-47: ADC Interface 


The Hardware Connection 


The hardware connection is shown in Fig 5-47 and 5-48. The DAC 
used here is an MC1408, which requires a 12-volt power supply. Its 
output drives the M5 opamp which feeds into the comparator input. 
The thermistor appears at the bottom of the illustration, and feeds in- 
to the other input of the comparator. The comparator output connects 
to pin 22 of connector H4 and feeds into bit 0 of IORB for the 6522 #1. 
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CONNECTOR 


-ə 


14 
GND og. (MSB) 
РА? o——ə—— |/P8 OF DAC (PIN 5) 
"| Pas ee ИрИ: О 
TT Po Е 6 " (7) 
ЮРА РА4 атте |/P5 " (8) 
РАЗ o> І/Р4 ” (9) 
A001 7 ; 
РА2 Qe 3 " (10) 
РА] OS VP2 “ (11) 
РАО О------> |/р] " (12) 
LSB OF (LSB) 
VIA#Î puo o. COMPARATOR О/Р(М5-РІМ 10) 
IORB 
A000 


Fig. 5-48: Connection to H4 
The Program 
In this program, the value of the temperature measured on the ther- 


mistor will be indicated by the frequency of a tone on the speaker. The 
tone’s pitch will become higher as the temperature increases. 


6522 


SPEAKER CT 


NEW APPROX 


Fig. 5-49: ADC Memory Map 


The memory map for the analog-to-digital conversion program is 
shown on Fig 5-49. Memory location 4 is used to store the constant 
used by the DLYB program, which generates a delay specified by the 
value of the constant. Location 8 is used to store the new approxima- 
tion being computed by the program. The 6522 #1 is shown at memory 
locations А000 and following. 
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ADC 


INITIALIZE 8522 FOR DAC Out. 
PUT AND COMPARA TOR INPUT 


POINTER 
REGISTER = 10000000 


ТО ANALOG 


NEw АРОК + CHO юл 
ка” 
ММ COMI $47 OFF | 


SHIFT RIGHT NEW 
APPROX = CT 


NEW APPROX = OLD APPROX 
+ POINTER REG 


CT = CT Ой 30 HEX 
(FORCE BIT 770 1) 


STORE СТ iN 94 


CALL BSC ЗРК 
= OUND Pt AKER 
COUNT DURATION 


Fig. 5-50: ADC Flow Chart 
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The flow-chart appears on Fig 5-50. The 6522 is first initialized to 
configure IORA as output for the DAC, and IORB bit 0 is used as 
comparator input. The pointer register is set to its initial value of 
““10000000”” which is the initial approximation value. This pointer 
register will point to the bit being turned on in the approximation se- 
quence loop. The bit will be shifted right every time that a loop has 
been completed. 


The initial value of the approximation is set equal to the pointer reg- 
ister. It is then converted to analog. A delay is implemented in order to 
give enough time to the DAC to perform the conversion, then its out- 
put is examined. If the comparator output is ‘‘1’’, then the new ap- 
proximation is too small and its value does not need to be changed. If 
the comparator output is “0”, then the approximation value is too 
high and the current bit must be turned off. Next, the pointer register 
is shifted right by one bit position, in order to point to the next bit to 
be used in this technique. If the last bit has been reached, the final ap- 
proximation has been computed. If not, a new approximation is ob- 
tained by adding the value of the pointer register to the old approxi- 
mation and a new iteration is started. 


Once an approximation value has been obtained, a tone must be 
generated whose pitch depends on the value of the measurement. A 
minimum tone frequency is used and the pitch constant is obtained by 
adding the value of the approximation to this minimum frequency. 
The speaker routine is then called to sound the speaker (BSCSPK). 
After the speaker has sounded for a minimum period of time, the pro- 
gram reads the value of the thermistor again. 


On the board, the fastest way to obtain an audible response 15 to use 
a soldering iron (or a cigarette) and put its tip close to the thermistor. 
The sound coming from the speaker should increase quickly in pitch. 
When the soldering iron is removed, the speaker will go through a re- 
verse sequence. Naturally the thermistor could be located away from 
the board. Properly isolated, it could be placed on a wall, in a cup, or 
in any other device whose temperature should be measured. A thermo- 
couple could also be used or be immersed in liquid so that the liquid's 
temperature could be measured. The temperature of the environment 
could be controlled, for example, by using a heating coil connected to 
one of the relays. One remaining problem would be to calibrate the 
thermistor so that precise temperature measurements can be made. 
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Connection: Connector A to connector H4 
Connector AA to connector H3 


This program uses successive approximations with a DAC so that the analog 
value of a thermistor can be sensed continuously. Then the approximated 
digital value is used as a parameter to control the frequency of the 
speaker. From the frequency change, one сап tell whether the temperature ` 
is increasing or decreasing. 


Speaker frequency is proportional to temperature (or resistance 


of the thermistor) 


This program uses BSCSPK and DLYB subroutines. 


0360 
0362 


0365 
0367 


036A 
036C 
036D 


036F 
0371 

0374 
0376 
0377 

0379 
037B 
037E 
0380 
0382 


0384 
0385 
0387 
0389 
038A 


038B 
038C 
038E 


0390 
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A9 FF 
8D 03 


А9 00 
8D 02 


А9 80 
А8 
85 08 


А5 08 
8D 01 
А2 20 
СА 

Е0 00 
10 FB 
AD 00 
29 01 
C9 01 
FO 05 


ADC LDA 
AO STA 


LDA 
АО 5ТА 


FSTBIT LDA 
TAY 
STA 


NXTBIT LDA 

АО $ТА 
LDX 

LP9 DEX 
CPX 

BPL 

AO LDA 
AND 
CMP 

BEQ 


TYA 
EOR 
STA 
SHFBIT TYA 
LSR 


TAY 
CMP 
BEQ 


CLC 


#$FF 

$A003 Set VIA #1 DDRA = FF for output 
to drive DAC 

#$00 

$A002 Set VIA #1 DDRB = 00 for input to 


read comparator 
4580 Set MSB for approximation 
(Y) stores current bit under test 


$08 Loc. 0008 stores current value under 
test 

$08 

$A001 Output current value to DAC 

#$20 Delay for comparator to settle 

#$00 

LP9 

#$A000 Read comparator output 


#$01 Get bit 0 

#$01 

SHFBIT Comparator output = 1 means DAC 
output is still too low, keep 
current value and go to shift bit 
else, DAC output is too high 
deduct current bit from current value, 


then shift bit 

$08 

$08 

A Right shift (Y) by 1 bit for next 
approximation 

#$00 

ЕСНО (Ү) = 0 теап5 арргохїтайоп 


completed, go to turn on speaker 


Fig. 5-5 1:Analog-Digital Converter (Program 5-9) 
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0391 65 08 ADC $08 (Y) = 0, current value plus next bit 
as the output to DAC for next 
approximation 

0393 85 08 | STA $08 

0395 4C 6F 03 JMP NXTBIT 

0398 А0 FO ECHO  LDY #$Е0 Delay constant for each frequency 

039A AS 08 | LDA $08 

039C 4A LSR A 

039D 85 04 STA $04 

039F A9 80 LDA #$80 

03А1 05 04 © ORA $04 Calculate corresponding frequency 


constant and store it at loc. 0004 
03A3 85 04 STA $04 
03AS 20 30 02 5РКЕ JSR BSCSPK Call BSCSPK to activate speaker 
03А8 88 DEY 


03A9 CO 00 СРУ #$00 
03AB 30 F8 BMI SPKR 
03AD 4C 6A 03 JMP FSTBIT Repeat for next approximation 


sequence 


Fig. 5-51: (Continued) 


Let us now examine the program, then suggest improvements. The 
program is shown on Fig 5-51. The first four instructions condition 
the data direction registers for Ports А and B of the 6522 #1, respec- 
tively as output (with a DAC), and as input (for the comparator): 


ADC LDA #$FF 
STA  $A003 DDRA1 = FF = OUTPUT 
LDA #800 


STA  $A002 DDRBI = 00 = INPUT 


The next two instructions store the literal value **80"' hexadecimal into 
register Y. This is the pointer register which is set to the initial value 
“10000000?” binary. 


FSTBIT ГРА 84580 
TAY 


The memory location “08” has been reserved to store the current ap- 
proximation. It is initialized to 10000000: 


STA $08 
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The main iteration loop is then entered. The binary approximation is 
obtained from memory location “08” and sent to the DAC: 


NXTBIT LDA $08 
STA $A001 


A delay is then implemented to allow the comparator to settle: 


LDX #$20 
LP9 DEX 

CPX #$00 

BPL  LP9 


The output of the comparator is read: 
LDA #A000 COMPARATOR OUTPUT 
Bit 0 of IORB is then extracted and tested: 


AND #01 BITO 
СМР #$01 
BEQ  SHFBIT 


If its output is “1”, the approximation is still too low, and the next bit 
must simply be turned on. If it is ‘‘0,’’ the value is too high and the 
current bit must be turned off: 


TYA 
EOR $08 
STA $08 


Having adjusted the value of the current approximation if necessary, 
the pointer register is now shifted right for the next bit of the iteration: 


SHFBIT TYA 
LSR А 


If the last bit has been reached, we have obtained the best possible ap- 
proximation and we branch to location ECHO to sound the speaker: 


TAY 
СМР #$00 
BEQ ECHO 


212 


INDUSTRIAL AND HOME APPLICATIONS 


Otherwise, we turn on the next bit of the approximation and we go 
back to the beginning of the loop: 


CLC 
ADC $08 
STA $08 


-JMP МХТВІТ 


The ECHO routine will sound the speaker in function of the value 
measured. In this routine, register Y is used to implement the delay 
during which the speaker will be sounding. It is loaded here with the 
initial value “Е0” hexadecimal. The value of the approximation is 
read from memory location “08”, and shifted right by one bit posi- 
tion. This means that the value of the last bit of the approximation 
will not be reflected by a variation in the pitch of the note in this tech- 
nique. 

Bit 7 is forced to the value ‘‘1’’, so that the speaker oscillates at a 
minimum guaranteed frequency to be audible. 

The resulting value is stored at memory location “04” which used 
to pass a parameter to the BSCSPK routine which has already been 
presented: 


ECHO ГОУ #$ЕО 
LDA $08 
LSR А 
STA $04 
LDA #$80 
ORA $04 
STA $04 
SPK JSR BSCSPK ACTIVATE SPEAKER 


Next, the routine is called and sounds the speaker at the specified fre- 
quency. Register Y is then decremented and tested, and, as long as it 
does not reach the value “0”, the speaker will sound: 


DEY 

СРУ 8500 
BMI SPKR 
JMP  FSTBIT 
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Once the speaker has sounded for the set duration, the program re- 
turns to the beginning of the approximation to sense again the status 
of the thermistor. 


Exercise 5-34: Display in hexadecimal the value of the approximation 
you have obtained. 


Exercise 5-35: Is it possible to eliminate all “СРУ #300” on 
the program? 


Exercise 5-36: Calibrate your thermistor by determining the computed 
measurement which corresponds to given temperatures measured with 
a thermometer. Store these values in a table so that you can display the 
actual temperature and not the approximation register value. 


Exercise 5-37: Modify the program so that the speaker will sound 1 to 
10 times, depending on the temperature it is measuring. At room tem- 
perature, it will sound once. At high temperature, it will sound 10 
times. This is an audible way to communicate the results of the mea- 
surement (with a poor precision). 


Exercise 5-38: Having calibrated your thermistor, add a heating coil 
(which can be obtained from a hardware store at low cost) and regu- 
late the temperature of a glass of water so that the water remains at 
precisely temperature T. Caution: Most thermistors are not water- 
proof, so that they may have to be attached to the outside of the con- 
tainer rather than immersed inside. However, you can also obtain 
thermo-couples or other thermistors which are water resistant and can 
be immersed directly into liquid. 


Exercise 5-39: As a further improvement to your home burglar-alarm 
system (see program 5-7), add a routine to the basic control loop that 
checks the temperature periodically. If the temperature becomes larg- 
er than a set level, say 35 degrees centigrade, then sound the alarm. 
You have just implemented a fire detector. 


Exercise 5-40: Another variation: The goal is to hold your soldering 
iron at the appropriate distance of the thermistor to bring it to a tem- 
perature of say 80°С. Modify your program so that it blinks an LED 
quickly as long as the thermistor's temperature is much less than the 
desired temperature, then blinks slowly as you approach the desired 
temperature level. Another LED should also be used to display wheth- 
er you are over or under the desired temperature. 
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SUMMARY 


In this chapter, real world applications have been developed, rang- 
ing from simple home control to complex industrial control. A variety 
of input-output devices have been connected to the microprocessor 
board, ranging from switches and LED’s to a DC motor, a thermistor, 
and a photo-emitter-receiver pair. The selection of devices and tech- 
niques presented here should enable you to start solving a large num- 
ber of actual control problems. For more information on specific in- 
terfacing techniques, refer to our reference C207, ‘‘Microprocessor 
Interfacing Techniques”. Also, to develop a true programming exper- 
tise, experimenting is strongly encouraged. 

In the next chapter, actual computer peripherals will be interfaced 
to the 6502 board. 
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THE PERIPHERALS 


INTRODUCTION 


In this chapter, we will connect the 6502 board to actual computer 
peripherals. The programs in this section have been optimized to 
demonstrate **elegant"' techniques for solving problems, by using the 
specific resources of the components involved. 

First, we will connect a standard 16-key matrix keyboard and make 
‘‘clever’’ use of the input-output register capabilities to minimize the 
number of instructions needed to identify the character and display it. 
Next, we will manufacture a home-built paper-tape-reader at low cost. 
In this application, the paper tape can simply be pulled manually 
through the reader and will be correctly read by the microcomputer. 
Finally, we will show how simple it is to connect a microprinter (or an 
ASCII keyboard) to the microcomputer board. At this point, the read- 
er should feel confident that he has acquired the skills required to 
solve most usual problems encountered in actual applications. 


The applications presented here are simple to realize, and useful. 
The programs are directly applicable to SYM, KIM or AIM65, with 
minor changes. Practice is, therefore, again encouraged. | 

All the programs are short, and will provide valuable knowledge 
even if you do not plan to connect a peripheral. Careful reading of 
this chapter is recommended to all. 
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KEYBOARD 


We will first connect an external 16-key matrix keyboard (called a 
hexadecimal keyboard) and identify the key which has been pressed. 
The keyboard connection is shown on Fig 6-1. It is connected to the 8 
bits of the IORA of a 6522. Bits 0 through 3 are connected to the rows, 
while bits 4 through 7 are connected to the columns. On the diagram, 
the key at the intersection of row 2 and column 7 has been pressed, 
connecting the row to the column. 


6522 
DDRA 


1 


1 


(А003) 


(BEFORE KEY CLOSURE) 


Fig. 6-1: Connecting the Keyboard 


The data direction register is configured for all outputs. A special 
feature of the IORA of the 6522 will be used by this program. The 
IORA is really a bi-directional register. We will condition all rows to 
be 1’s and all columns to be 0’s. If a key is pressed, the corresponding 
row will be grounded by the column connected to it through the switch. 
When reading back the IORA, the “0” value in the corresponding 
row will be written into the register. In our example, when reading 
IORA after the key has been depressed, the resulting value will be 
“000010117 in binary ог “ОВ” in hexadecimal. Using a ''line-rever- 
sal technique"' (for details, see our references C201 or C207), we will 
write “111110117” binary or “ЕВ” hexadecimal іп ТОКА. Since row num- 
ber 2 is “0” (grounded), it will also ground column 7. When reading 
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back the contents of IORA, we will find the final value “01111011” 
binary or “7В” hexadecimal. At every bit position of ТОКА where а 
““0”” is present, the corresponding row or column have been intercon- 
nected. This technique will not only detect which switch has been 
pressed, but will also detect errors, such as several keys being depressed 
at the same time. If more than one key is depressed at any one time, 


then there will be more than one “‘0’’ per nibble (group of 4 bits) in the 
IORA. 


UNCHANGED 


Fig. 6-2: Step 2 -Reading IORA After Key Closure 


Fig. 6-3: Step З -Writing IORA 
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Fig. 6-4: Step 4 -Read back ІОВА 


In order to identify the character corresponding to the key which 
has been pressed (a hexadecimal character between “0” and ‘‘F’’), we 
will simply build a table giving the ASCII representation of the char- 
acters for each legal pattern in IORA. 

For example, we have just determined that when key “В” is pushed, 
the pattern “*7В”” hexadecimal is found in ІОВА. As an exercise the 
reader is encouraged to compute the IORA pattern for other charac- 
ters. The correspondence table is shown on Fig 6-5. 

If ever an illegal code is found, it is ignored and the keyboard is 
scanned again. 

Finally, once the ASCII code for the character has been obtained, it 
can be displayed. As an example here the display routine available as 
part of the SYM board monitor is used to display the character. Modi- 
fications will be suggested at the end of this section to display the char- 
acters on other media. 


SETTE RT RET EG RET ES IRE ЕЖЕЛ ышто 


[oo | Es] ов [вв [ez] p7 | & [77 | 78 | ee | ве ze [70 | 
TTT 


Fig. 6-5: Keyboard Character Codes Table 
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Note: This program will use 3 monitor routines for convenience: 
SCAND, HDOUT, ACCESS. 


ит 
РКОТЕСТ 
mm 1 


FORCE COLUMN 
BITS TO "1" 


WRITE BACK 
READ IORA 


FOUND IN TABLE? 


YES 


NO 


NEXT TABLE ENTRY LOOK UP ASCII CODE 


DISPLAY IT (HD OUT) 


Fig. 6-6: Keyboard Flow Chart 


The flow-chart for the program appears on Fig 6-6. 

The program is first initialized, then the “ОЕ” (hexadecimal) pat- 
tern is sent on IORA. The value of IORA is read back (without chang- 
ing the DDRA!). This value does not need to be stored in a 6502 regis- 
ter or in the memory, because of the bidirectional feature of the IORA 
of this component. It will be latched into the component and remain 
there. The four column bits are then forced to a “1”, and the new 
IORA pattern is output. IORA is then read back so that the final bit 
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pattern may be obtained. The pattern in the IO register is then matched 
against all possible values in the ASCII table of Fig 6-5. If the IORA 
code does not match the current table entry, the next one is looked up. 
If none matches, then a branch back to the beginning of the loop oc- 


curs. 


The program is shown on Fig 6-7. 


0000 20 86 8B 
3 А9 ЕЕ 
5 8р 03 А0 
8 А2 ОЕ 
А ЗЕ 01 А0 
D AD 01 AO 
0010 09 FO 
2 8D 01 AO 
5 АР 01 AO 
8 DS 30 
A FO 05 
C CA 
D 10 F9 
F 30 05 
0021 BS 40 
3 20 00 89 
6 20 06 89 
9 4C 08 00 
0030 E7 D7 B7 


INIT JSR ACCESS 
LDA #$FF 
STA DDRA DDRAisPAD 
START LDX 4$0F 
STX IORA  IORAisPA 
LDA  IORA IORAisPA 
ORA  #$F0 
STA IORA IORAisPA 
LDA ЮКА IORAisPA 
LOOP СМР ТАВ,Х 
BEQ  DISPL 


DEX 
BPL LOOP 
BMI SCAN 


DISPL LDA ASCT, X 
JSR HDOUT 
SCAN JSR SCAND 
JMP START 
77 ТАВ BYTE $Е7, $07, $В7, $77, ŞEB, $DB, 


7В $ВВ, $7B, $ED, $DD, $BD, 
7р $7D, SEE, $DE, $BE, $7E 
ТЕ 

41 ASCT BYTE "7, '8, °9, "A, 4,5, 6, 

42 'B, Ay 2, °3, FE, С, 70 
46 "р, 'E 

45 


Fig. 6-7: Keyboard Program (Program 6-1) 


The initialization phase removes the memory protection feature, in 
the case of the SYM board, by using the ACCESS subroutine, then 
conditions the data direction register of Port A to be all outputs: 


INIT JSR 
LDA 
STA 


ACCESS 
ЯЗҒЕ “1111111” ZOUTPUTS 


DDRA 
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The “00001111” pattern is then sent to the data register: 


START LDX #$ОЕ “00001111” 
STX IORA 


It is immediately read back and the columns are forced to all 178 by 
oring it with the pattern “11110000”: | 


LDA ЮКА 
ORA #$FO **11110000" 


The resulting pattern is sent to the data register (IORA): 
STA  IORA 


It is immediately read back and it now contains the final pattern that 
will be used to determine which key has been pressed: 


LDA IORA 


The code contained in the accumulator will now be compared in se- 
quence to every entry in the table. Every time we have a table struc- 
ture, the indexed addressing mode is conveniently used to access the 
elements in sequence. The initial value of the index register if “ОЕ” 
hexadecimal ог ‘“‘15” decimal. A match will be attempted against the 
last entry of the table (see Fig 6-7). Then the previous one will be test- 
` ed. Whenever a match is found a branch occurs to location DISPL: 


LOOP CMP ТАВ,Х 
BEQ  DISPL 
DEX 
BPL  LOOP 


If the match fails, then the index register X is decremented in anticipa- 
tion of the next character match. It must be tested against the value 
“0”; When it decrements below ‘‘0’’ and becomes negative, no valid 
key has been detected and an exit occurs through SCAN: 

BMI SCAN 


At this point, register X indicates which character has been recog- 
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TAB 


CHARACTER CODE 


| | | :X IS POINTER 


TO TABLE ENTRY 


HIGH ADDRESSES 


Fig. 6-8: Indexed Addressing for Table Access 


nized. It contains a number between “0” and “15”, We now want to 
convert this number to the ASCII code required to display (or print) 
the character we have recognized: 


DSPL LDA А5СТ, X 


At location DISPL, the accumulator is loaded with the ASCII code 
corresponding to the value of the character as determined by the value 
of index register X. Again an indexed addressing technique is used for 
this sequentially ordered data (see Fig 6-9). The subroutine HDOUT 
(of the SYM) is then used and the character is displayed (SCAND rou- 
tine of the SYM) before the keyboard scanning resumes: 


JSR HDOUT 


SCAN JSR SCAND 
JMP START 
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ASCT 


OFFSET 
CONVERSION =8 
TABLE 
(16 ENTRIES) 


LDA ASCT, X 


Fig. 6-9: Converting the Character ID # to ASCII 


Two tables of constants are used by the program. The first one 15 
called “TAB”. The table contains the list of legal bit patterns that 
may appear in IORA. The value of the index register X at the time it 
reads one of these entries determines the identity of the key which has 
been pressed. The second table used 1s called ‘‘ASCT’’. It contains the 
ASCII code for each of the digits of the keyboard. 

These two tables appear at the end of the program on Fig 6-7. Note 
that the index register X does not have to contain the actual hexadeci- 
mal digit corresponding to the key which has been pressed. As long as 
the two tables are arranged in matching sequence, the proper ASCII 
code will be extracted for each legal binary pattern found in the table 
TAB. This is why these two tables on the program are out of the hexa- 
decimal sequence. 


Exercise 6-1: Rearrange the two tables, TAB and ASCT of Fig 6-7, 50 
that the value of the index register X is always equal to the hexadeci- 
mal value of the key which has been pressed on the keyboard. 


Exercise 6-2: As an alternative to the above method, relabel the keys 
of the keyboard, without changing the tables TAB and ASCT, so that 
the value index register X corresponds to the key which has been 
pressed. 
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Let us suggest now some possible variations so that the digit which 
has been detected can be displayed to the outside world in other ways: 


Exercise 6-3: Sound the speaker once if character “1” has been pressed. 
Sound it twice if character ‘‘2’’ has been pressed, and so on. 


Exercise 6-4: Using the Morse program which has been developed in 
chapter 4 (see Program 4-3), modify the above program so that it 
sounds the Morse code corresponding to each key pressed. 


Exercise 6-5: Modify the above program so that it will sound a note 
for each key pressed. One key should be dedicated to a silence. An- 
other set of two keys can be used to determine the duration of the note 
(durations 1, 2, and 4). 


Exercise 6-6: Write a stored music program. You will first play a tune 
by hitting the keys of the keyboard in the desired sequence. The first 
50 notes (or any other number) of the tune should be memorized in the 
memory of the system. Then hit a special key, and the program should 
play back the tune that has just been memorized. 


PAPER TAPE READER OR ASCII KEYBOARD 


Connecting a decoded (ASCII) keyboard, or a paper tape reader in- 
volves a nearly identical technique. The hardware interface involves 8 
data bits (the 7 bit ASCII code plus parity), and an extra status bit in- 
dicating that a character is available. A simple interface will be pre- 
sented here for a ‘‘home-built’’ simplified paper tape reader. The pro- 
gram for a decoded keyboard would be nearly identical. 


] 


2 
ا‎ ys ا‎ Жө і аа б та аа бі ай, а = а, ма کے‎ Такая sprocket holes 


3 
4 
5 
6 
Р 


ARITY (7) 


Fig. 6-10: Punched 8-level Paper-tape 
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Paper tape has traditionally been used to store programs in a reli- 
able and economical form. Each character is represented on the paper 
tape by a row of holes punched in it (see Fig 6-10). One hole, smaller 
than the other, is used by the sprocket wheel which positions the paper 


Note: The emitter (not shown) comes over the detector. 


The FPA100 emitter is located on the small board on top. The PTR is connected to the 
6502 board via a flat ribbon through the A-connector (top). 


Fig. 6-11: Paper Tape Reader Hardware 
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tape. The other 8 holes (other types of codes exist using less holes) are 
used to encode the character itself in ASCII format. The paper tape is 
moved one hole position at a time, and the code corresponding to the 
hole must be read by the reader. We will use here a pair of photo emit- 
ters and detectors FPA100. 


+5V 
2.2K 
DATA 
1/6 7417 
1/6 7417 
STATUS 


Fig. 6-12: PTR Connection Details 


PORT A 


چ 
= 
—— 
HEBÓ‏ —— 
ee‏ 
و 


PORT В 


> 


STATUS 


Fig. 6-13: Paper Tape Reader Interface 
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The light-emitting diodes emit light continuously. When a hole 
passes in front of the LED, the light will be transmitted and the photo- 
detector placed on the other side will sense it. This will be a “1”. 
When no light is transmitted, a “07” will be detected. Note that the in- 
tensity of the LED's must be adjusted carefully, so that no light goes 
through the paper tape in the absence of a hole (practical remarks will 
be presented later). This very low-eost and simple paper-tape-reader 
can be operated by hand by pulling the paper tape between the two 
detectors. The program will synchronize itself, as we will see, on the 
hole normally intended for the sprocket wheel. The hardware diagram 
appears on Fig 6-11. The detailed connection of the light emmitting 
diodes and of the hole detectors and the data detector circuits appear 
on Fig 6-12. The microcomputer interface is shown on Fig 6-13. The 
IORA of 6522 #1 is used as input for these data bits. The IORB of port 
B of the same 6522 is used to read the status bit into its position 7. 

The signals are conditioned by Schmitt triggers (7414). The two 
sockets for the 7414's are used as guides for the paper tape itself. The 
signal corresponding to the detection of a sprocket hole is “0”. The 
signal corresponding to a data hole is “1”. 


CHARACTER COUNTER = 0 
m (XT CHARACTER 
AVAILABLE? 
YES 
READ iT 
STORE IT IN LINE TABLE 


INCREMENT es 
COUN 


Fig. 6-14: PTR Flow Chart 
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Note that a single resistor is used in this simple interface to drive all 
LED’s. In practice, individual resistors could be used for each indivi- 
dual LED. The value of the resistor must be adjusted carefully so that 
just enough light goes through a hole to be detectable by the opposite 
detector. Otherwise all 1:5 (“1111111177) will be detected continuously 
if the light may go through a normal (fairly transparent) paper tape. If 
you are experiencing trouble with the value of this resistor, you may 
consider using initially black paper tape, or at least very opaque tape, 
to eliminate this problem. 

The flow-chart for the program is shown on Fig 6-14. A character 
counter will be used to count the number of characters coming in. The 
program remains in a waiting loop until the next character becomes 
available. This will be detected by the presence of a sprocket hole over 
the corresponding detector. Once the status signal indicates the avail- 
ability of the character, it should be read quickly. It is read and stored 
in line table іп the memory. The character counter is then incremented. 

By convention, the reading operation will be terminated either by a 
“NULL” character (nothing punched оп the tape), or else an explicit 
‘‘carriage-return’’ character (CR). The program, therefore, checks for 
the NULL character or “СЕ”, and, if they are found, it exits. If they 
are not found, it can go back to the beginning of the loop. However, 
before going back to the beginning of the loop, the program must wait 
until the status information has been reset. Once the ‘‘character-avail- 
able” signal has disappeared, it сап go back to the beginning of the 
loop and wait for the next character to become available. 

The memory-map corresponding to this program is shown on Fig 
6-15. The program appears on Fig 6-16. 


TABLE A000 {ORB 
POINTER А001 ЮКА 


Fig. 6-15: PTR Memory Мар 
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0002 А0 00 KBPT  LDY #0 
4 2C 00 А0 TS BIT IRB  ІОЕВізРВ 
7 30 FB BMI TS 
9 AD 01 АО LDA IORA IORAisPA 
C 91 00 STA ($00), Y 
E C8 INY 
Е C9 00 CMP #0 
0011 FO OB | BEQ RET 
3 C9 8D | СМР #$8D 
5 FO. 07 ` BEQ ВЕТ u 
7 2C 00 АО TE BIT ОКВ IORBisPB 
A 10 FB BPL TE | 
с 30 Еб BMI TS 
Е 60 RET RTS 


Fig 6-16: PTR/Keyboard Program (Program 6-2) 


The program assumes that DDRA and DDRB have been initialized 
with the proper values. Otherwise extra lines of initialization must be 
added to the beginning of this program. Register Y is used as the char- 
acter counter and is initialized to the value “0”: 


KBPT LDY £0 


Next, the value of the status line must be tested, in o. der to determine 
whether a character is available. It is connected to IOKB bit 7 in order 
to facilitate its detection: 


TS BIT IORB 
BMI TS 


Bit 7 is a preferred bit position to connect a status signal, since it is a 
bit position which can be tested in one instruction: bit 7 is the “sign” 
bit. It sets the “М” flag іп the status register, which can be tested di- 
rectly for “positive” and “negative” (“0” or 1”). Here, it is tested 
by the BMI (branch on minus) instruction. As long as the signal is 
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“1” no character is available. When it becomes “0”, a character is 
available. The accumulator can then be loaded with the data present 
on the data lines: 


LDA IORA READ DATA 1 


The 8-bit character obtained from the paper-tape-reader must then be 
stored at an appropriate memory location. It is assumed here that the 
starting address of the line buffer has been deposited at memory loca- 
tion “00, 01.” An indirect addressing technique will be used in order to 
access the first element of the table. In addition, the addressing mode 
will be indexed by the value of Y, in order to access successively all ele- 
ments of the table. The corresponding instruction 15: 


STA ($00), У 
Let us examine this indirect indexed instruction here. The indirec- 


tion specifies: “во to memory address “00” and use its contents as an 
address (Step 1 on Fig 6-17). 


LINE BUFFER 


01 ADDRESS 


LINE BUFFER ADDRESS | 


LINE BUFFER 


+Y 


CORRECT LOCATION 


Fig. 6-17: Indirect Indexed Access: STA (500), Y 


FINAL ADDRESS 


Register Y is then used as an index: its contents are added to the 
base address to provide the final address (Step 2 on Fig 6-17). Тһе con- 
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tents of Y are the displacement within the line-buffer table, i.e., the 
pointer to the current entry. 

The character counter is then incremented, thus pointing to the next 
available location in the line buffer, in anticipation of the next char- 
acter: | 


INY 


The character in the accumulator must now be tested for “NULL” or 
for а *'carriage return,” to check whether the end of a line has been 
reached. This is accomplished by the next four instructions: 


CMP #0 NULL? © 
BEQ RET IF YES, EXIT 
СМР #80 CR? 

BEQ RET IF YES, EXIT 


Finally (refer to the flow-chart of Fig 6-14), we must wait for the 
‘‘character-ready’’ signal to disappear before testing it again, ог else 
we would read twice the same character. This is accomplished by the 
next 3 instructions: 


TE BIT IORB TEST READY SIGNAL 
BPL TE 
BMI TS 


Finally, the subroutine terminates with the usual return instruction: 


RET RTS 


Exercise: 6-7: In addition to storing the character in a table, generate 
through the speaker the Morse code corresponding to the character 
being read. Be careful to generate the Morse code quickly enough so 
that you do not lose characters on input. Alternatively you may decide 
to pull the paper very slowly so that you have enough time to generate 
the Morse output between two successive characters. Or as another 
possible solution, you may decide to generate the Morse code only at 
the end of the line when all the characters have been read. This is def- 
initely the safest solution but it defers the enjoyment of verifying that 
each character is being correctly read! 
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Exercise 6-8: Connect eight LEDs on the PTR board, and light them 
with the 6502, as each character is recognized. 


Exercise 6-9: Sound an alarm if the parity bit is incorrect. (The parity 
bit insures that the total number of bits for a given character is even or 
odd, depending on the convention used. You must verify this.) 


MICROPRINTER 


Many small microprinters use electrosensitive paper, and print 20 
characters across, using a dot matrix to form the characters. Examples 
are Olivetti (various models) or Matsuhita. The bare printer requires 
a small interface which will sent the appropriate signals to the print- 
ing head, move the paper and manage the mechanical resources 
of the printer mechanism. Once equipped with such a basic interface, 
the microprinter can be connected to any microprocessor equipped 
with a PIO (a programmable input/output port). Such a printer will 
be used here and will be connected to the 6502 system via a 6522 anda 
6532 port. Differences may exist if you are using a printer with a dif- 
ferent interface. However, the logic of the program should be essen- 
tially similar. 

The program will print a 20-character line at a time. It will supply 
the ‘‘start print” signal, then send the 20 characters in sequence. In 
order to send a character, the program waits for the printer interface 
to supply а ‘‘character request signal.” In response to this signal, the 


CHARACTER 
REQUEST 


PRINTER 


BUFFER 
INTERFACE 


START PRINT 


PRINTING 


PRINTER BUSY 


Fig. 6-18: Basic Printer Interface 
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і "CONNECTOR 
DORA IORA А 


ч يج‎ Q ы w y ~ о 
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"» 

28: oe 

л 

44 x 


ч ол b о nN — о 


START 


6522 
PORT B 


(А002) (А000) 


Fig. 6-19: Printer Connection 


program must supply the characters, or else the previous character 
stored in the interface buffer will be printed by error. The character 
will be supplied on the 6 data lines. A 6 bit character representation 1S 
used (see Fig 6-18). 

The hardware connection for the printer appears in Fig 6-19. Port A 
of the 6532 is used and bit 0 of Port B of the 6522 is also used. The 
IORA of the 6532 supplies the 6 data lines and receives on bit 6 the 
“character request," as indicated on the illustration. Bit 0 of the 
IORB of the 6522 is used to generate the ‘‘start’’ signal. In addition, 
the printer interface normally supplies a ‘‘printer busy” signal. It will 
be ignored here and replaced by a software delay routine of 30 milli- 
seconds. A flow-chart for the program appears on Fig 6-20. 

The data-direction registers for the two PIOs are initialized. A start 
pulse is generated to start the printer. The program then checks the 
“character request” line. The program waits at this point until a level 
change indicates that a character is requested. It gets the next charac- 
ter from one of the memory locations where the 20 character line is 
stored (see Fig 6-21). The character is then sent to the printer. Once 
the character has been sent, the program waits for the “character re- 
quest” signal to disappear. It increments the character counter and 
checks to see whether it has reached the value “20.” If it has not 
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INITIALIZE DIRECTION 
| REGISTERS AND RESET ІОЕВ 
GENERATE START PULSE 
CHARACTER 
NO REQUESTED? . 
YES 
GET NEXT CHARACTER 


SEND CHARACTER 


CHARACTER 
REQUESTED? 


YES 


INCREMENT COUNTER 


COUNTER = 20? 


і ҮЕ5 


OUT 


Fig. 6-20: Flow Chart for Printer Program 


reached the value “20,” another character must be sent to the printer 
and the loop is re-entered. Once the 20 characters have been sent to the 
printer, a ““зрасе”” code is sent to the printer to terminate the line, 
causing a line feed and a carriage return to be generated. (A different 
convention may be used by a different interface.) Then a delay of 48 
milliseconds must be provided for the mechanical elements of the 
printer to position themselves for the next line. The internal timer of 
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the 6532 is used for this purpose and the timer word corresponding to 
the 1024 times factor is used here. The 1024 factor corresponds to a 
delay of 1024 microseconds or approximately 1 millisecond per delay 
unit in the timer word. This word is loaded with ‘‘30’’ hexadecimal = 
“48” decimal. Once it times out, the program exits. 

The program is shown on Fig 6-22. The memory map for the printer 
program is shown оп Fig 6-21. The two memory locations “00” and 
“017 contain the pointer to the location of the first character in the 
memory. In order to use this program, the user should load the value 
“01” at memory location ““А002”” (DDRB), and “00” in memory 
location “А000” (IORB) before turning the printer on. The memory 
locations used by the input/output devices appear on the right of Fig 
6-19. Let us examine the program. 


CHARACTER 
TABLE 


(20 
CHARACTERS) 


TIMER FLAG 


TIMER 1024 


Fig. 6-21: Printer Memory Map 
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0200 А9 ЗЕ LINE LDA #$3F Configure Port A 
2 8D 01 А4 ЭТА IORA 
5 АО 01 LDY #1 Send start signal 
7 8С 00 А0 STY IORB 
A 88 DEY 
в 8С 00 АО STY IORB “0” output 
E 2С 00 А4  TSTI ВІТ IORA Read status 
0211 70 FB BVS TSTI Char request? 
3 Bl 00 LDA ($00), Y Load character 
5 8D 00 А4 STA IORA Print it 
8 2С 00 А4 TST2 BIT IORA Check status 
B 50 FB BVC TST2 
D C8 INY Next character 
E Со 14 CPY #$14 20th? 
0220 DO EC BNE TSTI 
2 А9 20 LDA #$20 Space/character 
4 8D 00 A4 STA IORA 
7 А9 30 LDA #$30 Delay constant 
9 8D 1F A4 STA T1024 Timer X1024 
С. 2C 07 А4 ТТІМ ВІТ TIMFLG Timer status? 
F 10 FB BPL TTIM 
0231 60 RTS 
0000 50 00 WORD BUFFER 
0050 30 31/32 33/34 BUFFER BYTE  ’0,’1, 2, 3, 4, °5, 6,77, 
35/36 37/38 39/40 '8, 79,7, "А, "В, °С, D, 
41,42 43,44 45,46 Е, Е, °G, "Н.І 
47/48 49 
ІОВА is РА 
IORB is РВ 


Fig. 6-22: Printer Program (Program 6-3) 


The data direction register A is first initialized: 


LINE ГРА #$3F 
STA IORA 


A start pulse is then generated by depositing the value “00000017” in 
the IORB: 


Іру #1 “00000001”, 
STY  IORB 
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IORB is then set to all 0 outputs: | 


DEY ¥ = “00000000” 
STY IORB 


We must then check the “character request?’ line. If this line is a “1”, 
we keep looping. When it becomes a “0”, we will get the next charac- 
ter: 


TST] BIT IORA READ STATUS 
BVS ТТІ 


It should be remembered that the “ВІТ” instruction will test a given 
memory location without disturbing its contents. It will copy bits 6 
and 7 respectively іп the “У”? and **N"' flags. We are interested here in 
testing the value of bit 6 (refer to the printer connection on Fig 6-19). 
The BVS instruction will test the value of the overflow flag “У”, 
which has been set to be identical to the value of bit 6 of IORB. Its 
value is therefore the value of the ‘‘character-request”’ line. The next 
character is obtained from the 20 character table stored at the memory 
address contained in locations “00” and ‘‘01’’. An indirect access in- 
struction will result in accessing the first entry of this table. For gen- 
erality, we want this segment of the program to be able and retrieve 
any entry within the table. As in any table organization, indexed ad- 
dressing will, therefore, be used. Register Y is used here as the index 
register. It contains initially the value “00” which will be incremented 
through the value 19 before we exit from the loop. An indexed indirect 
addressing technique is used here: 


LDA ($00), Y 


The indexed indirect access is illustrated on Fig 6-23. The contents of 
memory location “00017” are first accessed. They are then used as the 
address of the base of the table to accessed. The contents of register Y 
will be added to the contents of memory location 0001 and this final 
address will be used as the address of the data to be fetched (see Fig 
6-21). This data is the ASCII code for the character to be printed. It is 
sent to IORA: | 


ЭТА IORA 
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TABLE 


01 ADDRESS _ Ба еру 
ВА5Е (500) 


СНАКАСТЕК 


Fig 6-23: indexed Indirect Access 


FAY) 


FINAL ADDRESS = 
BASE + Y 


É 


Once the character has been sent, we must wait for the character re- 
quest line to become “1” again. A two-instruction loop is used exactly 
as above: 


TST2 BIT IORA 
ВУС Т5Т2 


The character counter (register У) is then incremented: 
INY 


and tested against the limit value “20” decimal = “14” hexadecimal. 
As long as the limit value is not reached we re-enter the loop: 


CPY #$14 
BNE ТӘТІ 


The code for the required ‘‘space’’ character is then output on IORA: 


ГРА 4520 
STA IORA 


Finally, we must guarantee the minimal delay between 2 successive 


239 


6502 АРРИСАТІОМ5 ВООК 


line printings. Тһе 1,024 factor is used for the timer. The final 48 ms 
delay is obtained by simply loading the appropriate memory location 
with the constant specifying the number of milliseconds (refer to Fig 
6-19 for the printer memory map): 


LDA #$30 DECIMAL = 48 
STA T1024 


The timer flag is then checked continuously until it becomes “1”, 
indicating a timeout: 


TTIM BIT ТІМЕІС 
BPL ТИМ 


The actual printout for the sample 20 character line indicated іп the 
program appears on Fig 6-24: 


Fig 6-24; Actual 20-Character Printout 


Exercise 6-10: Connect the printer and the paper-tape reader. The 
printer should print the contents of the papertape at the end of every 
line. 


SUMMARY 


In this chapter, actual peripherals have been interfaced both from a 
hardware and software standpoint to the microcomputer board. Full 
use has been made of the specific capabilities of the PIO registers, and 
of the addressing techniques provided by the 6502 in order to optimize 
the programs. The reader should now have acquired all the skills re- 
quired for realizing his own applications programs in most usual 
cases. 
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CONCLUSIONS 


This book has systematically introduced the hardware and software 
techniques required to connect an actual 6502 board to the outside 
world. The input-output chips have first been described, along with 
usual 6502 boards. Then application programs of increasing complex- 
ity have been presented in chapters 4, 5, and 6. At this point, the read- 
er should feel confident that he can connect his own 6502 board to 
usual input-output devices and solve the hardware and software inter- 
facing problems associated with this. In fact, the author believes that, 
with the skills acquired now, the reader should be in a position to start 
solving almost any applications problems of usual complexity. There 
are naturally cases where specific interfacing problems exist and the 
reader is encouraged to consult reference C207 ‘‘Microprocessor In- 
terfacing Techniques” for that purpose. If at this point, the reader has 
skipped the exercises, it is strongly suggested that he go back to chap- 
ters 4, 5, and 6 and solve all exercises proposed in these chapters, first 
on paper, then on a real microcomputer board. 


The Next Step 


If you have not built any applications board yet, the next logical 
step is to go to your local electronics store and purchase the few low- 
cost components required by the applications proposed here. You 
should then try to write some programs by yourself, without consult- 
ing this book, and make sure you have acquired the skills required to 
solve these problems. Use your imagination and you can invent many 
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other possible applications, using the same limited hardware, or else 
additional simple input-output devices. 

For the reader interested in more complex programming tech- 
niques required to implement complex algorithms, a third volume in 
this series will be published, called “6502 Games’’. In this volume, 
much more complex algorithms are introduced, and described, which 
will allow the reader to play a variety of games ranging from mind- 
bender to magic squares. The hardware required for these games is 
minimal (one 16-key keyboard, 15 LED’s and one loudspeaker). 

It has been found that the time required by each person to learn how 
to program varies very significantly from one person to the next. 
However, the next logical step after reading any programming book 
should be the same: practice. It is hoped that the contents of this book 
will have brought you the skills for such successful practice. 
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А 6502 ASSEMBLER 
IN BASIC 


INTRODUCTION 


Developing short programs for the 6502 may be done on paper, and 
the programs may then be entered on a 6502 board. However, if longer 
programs are to be developed (say more than a few dozen 
instructions), or else if a large number of small programs is to be 
developed, the convenience of an assembler becomes of significant im- 
portance. Since it is assumed that most readers seriously interested in 
applying a 6502 to real applications will start developing such pro- 
grams, this book includes the full listing of an assembler for the 6502 
written in BASIC for those who do not already have access to a 6502 
assembler. 


The advantage of an assembler for the 6502 written in BASIC is that 
it can be run on any computer equipped with BASIC which may be ac- 
cessible to the user. The version of BASIC used in this program is the 
one available on Hewlett-Packard computers. It can be characterized 
as a subset of most microcomputer BASICs in that it does not include 
the features found on the latter ones. Using this assembler on a com- 
puter having a different BASIC will involve a translation process. 
However, the translation effort should be moderate, in view of the 
fact that most popular BASICs available on microcomputers include 
many more features than the one which has been used for this 
assembler. This assembler is therefore essentially upwardly compatible. . 
In fact, a user who is good at programming in his BASIC will pro- 
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bably be capable of effecting a significant reduction in the number of 
instructions used for this assembler. 


This assembler has been used to assemble a large number of pro- 
grams for the 6502 and has performed successfully. To the best of our 
knowledge, it is therefore a reliable product. However, it is included 
here for educational purposes only and not warranted for any purpose 
whatsoever. A Microsoft BASIC version of this assembler will be 
published in the near future for readers interested in this particular 
version. 


A complete listing of the assembler is shown in this section, and a 
sample output demonstrating its operation is shown below. 

All the programs at the end of Chapter Four have been assembled 
with this assembler. 


GENERAL DESCRIPTION 


ASM 65 is a complete 6502 mnemonic assembler. It recognizes all 
industry standard mnemonics, and will produce the standard hexa- 
decimal listings, as shown on the example of Fig А-1. 

In addition, this assembler provides the industry standard direc- 
tives, with only exception the use of 4.7 to indicate current location 
assignments and references. The directives available are: .BYT, 
.WORD,.DBYT,.TEXT. The user is referred to any manufacturer's 
assembler description for the details of these directives. 


USING THE ASSEMBLER 


The ASM 65 is written in Hewlett-Packard 2000 series F BASIC. A 
description of the features of this particular BASIC implementation 
appear later in this section. Few changes should be needed to adapt 
this interpreter to other versions of BASIC to which the reader would 
have access. 

ASM 65 operates on serial files. A minimum of three files are equipped 
and four are normally used. They are: the source file, the symbol 
table file, a temporary file, and optionally a destination file distinct 
from the source file. 

The input file contains the assembly language instructions. It must 
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Х САТ SRC 
3MEMORY BLOCK MOVE PROGRAM 
sMOVES UP TO 255 BYTES FROM A TABLE STARTING АТ 
$LOC1 TO А TABLE STARTING AT LOC2. LENGTH OF THE 
SECTION TO BE MOVED IS IN MOVLEN. 
MOULEN =$00 
LOC1 =$200 
LOC2 x$300 
ў 
LDX MOULEN #LOAD LENGTH OF MOVE TO INDEX 
LOOP (ПА (0С1,Х LOAD BYTE TO BE MOVED 
STA LOC2»X %5ТОКЕ BYTE TO ВЕ MOVED 
DEX sCOUNT DOWN 
BPL LOOP ;IF NOT DONE» MOVE NEXT BYTE 
RTS #DONE 
X RUN А5М65 
SOURCE FILE ?SRC 
OBJECT FILE ?DEST 
PRINTOUT ?YES 
ASSEMBLY BEGINS... 
УМЕМОКУ BLOCK MOVE PROGRAM 
jMOVES UP TO 255 BYTES FROM A TABLE STARTING АТ 
^ $LOC1 TO A TABLE STARTING АТ LOC2. LENGTH ОҒ THE 
¿SECTION TO BE MOVED IS IN MOULEN. 
MOULEN =%00 


LOC1 ш%200 
LOC2 =$300 
; 
0000: А6 00 LDX MOVLEN $LOAD LENGTH OF MOVE TO INDEX 
0002: BD 00 02 LOOP LDA LOC1»X LOAD BYTE TO BE MOVED 
0005; 9D OO O3 STA LOC2»X ¿STORE BYTE TO BE MOVED 
0008: СА DEX $ COUNT DOWN 
0009; 10 F7 BPL LOOP $ТЕ NOT DONE» MOVE NEXT BYTE 
0008: 60 RTS $ DONE 
SYMBOL TABLE: 
MOVLEN 0000 LOC1 0200 LOC? 0300 
LOOF 0002 


DONE 


Fig A1: Using the ASM 65 Assembler 


therefore contain ASCH text, and must be structured as per the rules 
of the assembler syntax (described in the next section). In general, the 
input lines can be written in free format, with the fields separated by 
one or more spaces. However, any label must start in column one. 
Any line without a label may not start in column one. 

The assembler will automatically format the comment field on the 
output file. However it will not format the other fields within the in- 
structions so that the user may tabulate his input statements in any 
reasonable way for clarity. This feature is intended to improve reada- 
bility. 
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The output file is also ASCII text, including the representation of 
all numbers. The output file may be optionally printed after the sec- 
ond pass of the assembler has been executed. A prompt is printed on the 
listing, or appears on the screen: “PRINTOUT?” and the user may 
specify ‘‘yes’’ or “по.” 

The assembler provides extensive diagnostics and will describe all 
errors it has identified, then list them on the output. 

In this implementation, the error printout may contain various field 
markers such as operator field limiters (‘‘!’’), and the internal unre- 
solved reference delimiter (‘‘**’’). | 

The symbol table gives the usual hexadecimal for all symbolic labels 
used by the program. An example is shown on figure A-2. | 


SYMBOL TABLE: 


MOULEN 0000 LOC1 0200 LOC2 0300 
LOOP 0002 
DONE 


Fig A-2: The Symbol Table 


SYNTAX 
Constants 


Constants may be expressed in any of the four usual number repre- 
sentations: 

e Hexadecimal: the constant must be preceded by a “5”. Exam- 
ple: “ГОА $20" will load the accumulator from memory address 
“20” hexadecimal. 

e Binary: it must be preceded by a 4%”. Example: “LDA 
0011111111” will load the accumulator with all ones. 

е Decimal: usual representation. Example “ГОА #0” will load the 
accumulator with the decimal value zero. 

eASCII: must be proceeded by a “ ' ". Example: *LDA'A" will 
load the ASCII code for A into the accumulator. 


Arithmetic Expressions 


Arithmetic expressions may be used in the operator field, in a label 
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assignment, or іп а memory allocation instruction. 

The operand in an arithmetic expression тау be a number expressed 
in any representation, or a label, or a <-” (the current location sym- 
bol) or any combination of those. The legal operators are ‘ +?’ and 
** —."*. Іп the case where more than one operator is used, the arith- 
metic expression will be evaluated from left to right. 


Comments 

Comments must be preceded by a <;”. They may begin in any col- 
umn including column one. All comments will be justified in the mid- 
dle of the output sheet unless they begin in column one. 


Memory Assignments 


Memory assignments are performed by one or more of the four di- 
rectives: 


.BYT — Assigns one byte of data to one memory loca- 
tion. 

.WORD — Assigns two bytes of data to two consecutive 
memory locations, low order byte first. 

.DBYT — Assigns two bytes of data to two consecutive 
memory locations, high order byte first. 

.TEXT — Converts an ASCII string to hex data, and 


stores it in consecutive memory locations. The 
string must be delimited by two identical non- 
blank characters. 

There is no end directive— an end-of-file is used instead. 


Example of a memory assignment: 


.BYT $2A, WORDCONST 
.WORD 2, %10 


HP2000F BASIC: 


Hewlett-Packard BASIC is different from many common mini- and 
microcomputer BASICs, but is easily adapted. The following is a list 
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of features which differ from most BASICs, or from the Dartmouth 
standard. 


Files 


Files are declared in a FILES statement at the beginning of the pro- 
gram and are numbered in the order in which they appear in it. The 
ASSIGN statement assigns a file specified by its first argument to a file 
number specified by the second argument. The third argument is a 
dummy variable. A star appearing in a FILES statement means a file 
will later be assigned to that file position by an ASSIGN statement. 
The READ statement reads the file. Its first argument, preceded by a 
“g is the file number of the file to be read from. If the record 
number is one, and there is no semicolon, the statement serves to reset 
the file pointer to @, as in “КЕАР #2, 1". Any arguments after the 
semicolon are those variables to be read. 

The PRINT statement is similar to the read statement. It also has a 
special form, “PRINT #2,END”’, which makes an end-of-file marker 
on the file. 

The IF END # THEN statement operates in a way analogous to a 
vectored interrupt. When an end-of-file occurs on a read, program ex- 
ecution will continue at the line number mentioned after the THEN, 
instead of causing the program to crash. This will occur even if the 
computer is not currently executing the statement: i.e., the end-of-file 
vector need only be specified once, unless it needs to be changed. 


Strings 


Strings are one dimensional, and can only be dimensioned as such. 
To assign @ (zero) length to a string, or clear it, a statement of the type 
«L$—** °’ is used. Characters in a string are referenced as follows: 
to reference a substring within a larger string, the form «T$ (a,b) is 
used where a and b are expressions signifying respectively the first and 
last character addresses in the main string of the desired substring. 
Characters in a string are addressed from left to right, starting at 1. 
Example: if A$ = ‘‘ABCDE” and the statement ‘‘B$ = A$(2,3)"' is ex- 
ecuted, B$ will become “ВС”. 

The form “Т%(а)” references all characters in T$ starting with 
character £a and continuing on to the end of T$. 

Example: if A$ = “12345”, A$(3) means the substring “345”. 


248 


АРРЕМОІХ А 


The string functions СНЕ and ASC$, which respectively convert 
an ASCII decimal number into a one-character string, and a one- 
character string into its decimal ASCII equivalent are not available, so 
ASM65 reads a string of ordered ASCII characters from а system file 
called $ASCIIF, which it then uses for number and string conversion. 


MAX returns the maximum of 2 values. 
Example: “В- 11 МАХ 9" would yield 11. 
MIN returns the minimum of 2 values. 
LIN when ina print statement adds amount of linefeed specified in its 
argument to output. 


The above definitions are intended only as guidelines for the transla- 
tion of ASM65 into other versions of BASIC. 


А5М65 

10 КЕМ: 
20 REM 

JO REM ¢ 
40 КЕМ ¢ 
SO REM 3 
60 REM : 
70 КЕМ; 
80 R=10 
90 Т9-0 
100 A=0 
110 DIM L 
120 DIM а 
130 DIM I 
140 (-0 
150 FILES 
160 РКІМТ 
170 INPUT 
180 PRINT 
190  INFUT 
200 ASSIG 
210 ASSIG 
220 READ 
230 FRINT 
240 PRINT 
250 К8=0 
260 PRINT 
270 INPUT 
280 IF I$ 
290 К8=1 
ЗОО PRINT 
310 С-0 


Fig А-3: 6502 Assembler Listing 
copyright © 1979, Sybex Inc. 


ЖЖЖЖЖЖЖЖЖЖ 6502 MNEMONIC ASSEMBLER» VERSION 2.0 ЖЖЖЖЖЖЖЖЖЖ 


WRITTEN IN HP2000F TSS BASIC. 

САМ BE USED WITH ALL 65XX PROCESSORS AS MADE BY COMMODORE» 
SYNERTEK» AND ROCKWELL. . 

ALL MNEMONICS AND DIRECTIVES ARE INDUSTRY STANDARD» WITH 
THE EXEPTION OF THE USE OF '.' FOR CURRENT ADDRESS. 


$C7231:M$L721»0$0L723»C$EL72215Z2$U721»P$EL 721» T$E 7213 
$C 72) +N$072) 
$0723 


X+SYMTABs ТЕМР уж, $ASCIIF 
“SOURCE FILE °$ 
T$ 
"OBJECT FILE "$ 
0$ 
М 78,1,08 
М 0$,4,08 
%1,1 
#251 
$3,1 


"FRINTOUT *; 
I$ 
<> "NO" THEN 300. 


"ASSEMBLY BEGINS..." 
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320 IF END #1 THEN 2440 


330 L$="" 
340 1$=** 
350 M$="" 
360 0%ш“” 
370 Є$=°** 
380 Z$-' 

390 L-Lt1 


400 КЕМЖЖЖЖЖЖЖЖЖЖ SEPARATE TOKENS» STORE LABEL ASSIGNMENTS ЖЖЖЖЖЖЖЖЖЖ 
410 READ *1;I$ 


420 Т5-С 
430 IF I$=** THEN 830 
440 Р=1 


450 P$=";° 

460 GOSUB 3970 

470 IF Ғ1=0 THEN 510 

480 IF Р1=1 THEN 800 

490 C$=I$CF1] . 

500 1$=1$[1,Р1-13 

510 IF 18Г1»11-" °" THEN 590 
520 GOSUB 3790 

530 1$=Р$ 

540 IF L$ <> ".* THEN 590 

550 M$%=",° 

560 GOSUB 4940 

370 LS="" 

580 GOTO 860 

590 GOSUB 3790 

600 М%=Р% 

610 IF M$Cis3J=".WO" THEN 3110 
620 IF М%С1,›37=*.ТЕ" THEN 3110 
630 IF МеС1ў322'".ВУ" THEN 3110 
640 IF М8Ғ1,31-".ПВ" THEN 3110 
650 IF М% <> "“ THEN 850 

660 С$=0$21,34} 

670 IF LEN(L$) <> 0 THEN 700 
680 I$21$01»19?) 

690 GOTO 820 

700 GOSUB 3790 


710 №$=Р$ 
720 IF LEN(N$) <> 0 THEN 750 
730 11=С 


740 GOTO 780 

750  GOSUB 4070 

760 IF T4=2 THEN 830 

770 Т1=Р1 

780 PRINT #25L$rT1 

790 PRINT $2; END 

800 I$-ISL1»LEN(IS$) MIN 551 

810 Z$L175174*LENCIS$)227-I$ Ë 

820 7%8Г(1ЕМ(169%19 МАХ 38) MIN 721-С% 
830 PRINT %3%7%,Т5 

840 GOTO 320 

850 IF М6Г1,11 <> "." THEN 1050 
860 P$="=" 

870 GOSUB 3970 

880 IF Р1>0 THEN 910 

890 PRINT "MISSING '-' IN LINE “зЁ. 
900 GOTO 3090 

910 Р=Р1+1 

920 GOSUB 3790 

930 ТЕ P$L1»1J <> "* THEN 960 

940 PRINT *MISSING ARGUMENT IN LINE “êl 
950 GOTO 3090 

960 N$zP$ 
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970 6050В 4070 


980 

990 

1000 
1010 
1020 
1030 
1040 
1050 
1060 
1070 
1080 
1090 
1100 
1110 
1120 
1130 
1140 


1150 
1160 
1170 
1180 
1190 
1200 
1210 
1220 
1230 
1240 
1250 
1240 
1270 
1280 
1290 
1300 
1310 
1320 
1330 
1340 
1350 
1360 
1370 
1380 
1390 
1400 
1410 
1420 
1430 
1440 
1450 
1460 
1470 
1480 
1490 
1500 
1510 
1520 
1530 
1540 
1550 
1560 
1570 
1580 
1590 
1600 
1610 


IF Т4 <> 2 THEN 1010 
PRINT *ILLEGAL FORWARD REFERENCE ІМ LINE "зЁ 
GOTO 3090 

Ті-С 

С=Е1 

ТЕ L$ <> "" THEN 780 

бото воо 

КЕ5ТОКЕ 5710 

IF M$=*" THEN 1140 

FOR I=1 TO 56 

READ T$ 

IF T$=M$ THEN 1130 

NEXT I 

PRINT "UNKNOWN ОРСОПЕ IN LINE ‘FL 
GOTO 3090 

0-1 

IF L$-** THEN 1170 

PRINT $2;L$,C 

PRINT $2; END 

GOSUB 3750 

0$-P$ 
IS$LP-LEN(O$)-1;P-LEN(O$)-11-* !* 
КЕМЖЖЖЖЖЖЖЖЖЖ FIND ADDRESSING MODES» LOAD EFFECTIVE ADDRESS ЖЖЖЖЖЖЖЖЖЖ 
IF 0$ <> ** THEN 1240 

М=1 

бота 2200 

IF 0% <> "A* THEN 1270 

M=2 

GOTO 2200 

IF 081,11 <> "$" THEN 1320 

Маз 

P=P+1 

N$-0$C2)J 

GOTO 1870 

IF меС1, 127 <> "В" THEN 1460 

IF M$=°RIT*® THEN 1440 

М=12 

N$-0$ 

GOSUB 4070 

IF T4 «» 2 THEN 1400 

42-200 

GOTO 1970 

A=F1-C-2 

IF A >= О THEN 1430 

225644 

IF ABS(F1-C) <= 127 THEN 1970 
PRINT "BRANCH OUT OF RANGE IN LINE “зі 
GOTO 3090 

P$z'(* 

P=P-LEN(O$) 

GOSUB 3970 

Р5=Р1 

Р$=*," 

GOSUB 3970 

Pé6=P1 

P7=0 

IF NOT Р& THEN 1610 

IF 1$СР6+1,Р6+11 <> *X* THEN 1580 
P7=1 

GOTO 1610 

IF І1Я8ГР641,Р6%11-<"Ү" THEN 1610 
PRINT “BALI ADDRESSING MODE IN LINE “зі 
GOTO 3090 

IF PS <> О THEN 1780 
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1620 GOSUB 3790 

1630  N$-PF$ 

1640 IF NOT FS OR МОТ F7 THEN 1670 
1650 М=5 

1660 GOTO 1710 

1870 IF МОТ Fá THEN 1700 


1680 M=6 

1690 GOTO 1710 
1700 M=4 

1710 GOSUB 4070 
1720 A=F1 


1730 IF T4 <> 2 THEN 1750 

1740 A=-1000 

1750 IF ABS(A) <= 255 THEN 1970 
1760 M=Mt+3 

1770 GOTO 1970 

1780 GOSUB 3790 

1790 М%-Р%С21 

1800 IF NOT Рё ОК МОТ Р7 THEN 1830 
1810 М=10 

1820 бОТО 1870 

1830 IF МОТ P6 THEN 1860 


1840  M-11 

1850 GOTO 1870 

1860 M=13 

1870 GOSUB 4070 

1880 A=F1 

1890 IF (M <> 10 ANI M <> 11) OR А <= 255 THEN 1920 


1900 PRINT "VALUE TOO LARGE FOR ZERO FAGE IN LINE “90 
1910 GOTO 3090 

1920 IF Та <> 2 THEN 1970 

1930 ш-1000 

1940 IF М=13 THEN 1970 

1950 А=-200 

1950 КЕМЖЖЖЖЖЖЖЖЖЖ PRINT OPCODES % EA ON FILE KK KKK KK KKK 
1970 IF A >= O THEN 2070 

1980 Z$E10»11J="x%" 

1990 С=С+1 

2000 IF М <> 12 THEN 2020 

2010 7%6С11,111-“К"“ 

2020 8М9-А%256 

2030 ІҒ Ы9 >- 0 ТНЕМ 2200 

2040 2$(13»141-'xx"* 

2050 C=C+1 

2060 60Т0 2200 

2070 К=16 

2080 I=A 

2090 GOSUB 4940 

2100 ТФ%-А% 

2110 A$="000" 

2120 ASC4I=TS 

2130 IF (М >= 3 AND М <= 6) OR (М >= 10 AND M <= 12) ТНЕМ 2180 
2140 7%С12»141-А%ГІЕМ(А8)-3,(ЕМ(А92-21 
2150 27%С10»111-А%Г(ЕМ(А%)-11 

2160 C=Ct2 

2170 GOTO 2200 

2180 2%Г10»111-4%ГІЕМ(А92-11 

2190 С-СФ1 

2200 R=16 

2210 Іт» 

222 GOSUB 4940 

2230 Т%-"000“ 

2240 Т%141-4% 

2250 Z$U01»423-T$ELEN(CT$0-31 

2260 RESTORE 5140 


APPENDIX А 


FOR 1-1 TO (0-1)ж13+М 
READ T$ 

МЕХТ І 

IF T$ <> * " THEN 2370 

IF М>6 OR M<4 THEN 2350 

M=M+3 

C=TS 

GOTO 1970 

PRINT “ILLEGAL ADDRESSING MODE IN LINE “зі 
GOTO 3090 

2$E7581-T$ 

28г5,524%:" 

C-C41 

Z$C17+17+LEN(I$) J-1$ 
Z$UCI94LENCIS)) MAX 281-2C$C1572-(19 4LENCIS) МАХ 3821 
PRINT %357%»Т5 

GOTO 320 

КЕМЖЖЖЖЖЖЖЖЖЖ SECOND PASS! RESOLVE ҒЫП REFERENCES ЖЖЖЖЖЖЖЖЖЖ 
PRINT $2; END 

PRINT #3; END 

READ #251 

L=0 

READ 92,1 

PRINT $4,1 

IF END #3 THEN 2870 

P=1 

READ #331$>TS 

L=L+1 

IF I$-'* THEN 2850 

Рө-“:" 

GOSUB 3970 

IF P1=0 OR Р1=17 THEN 2610 
Р=Р1 

1$[Р,Р]=°® ° 

ТЕ 1%[10,103 <> “ж” THEN 2850 
GOSUR 3790 

М%-Р% 

IF М%Ғ1,11 <> "(° THEN 2660 
N$=N$C2] 

GOSUB 4070 

IF Т4 <> 2 THEN 2700 

PRINT *IRRESOLUABLE FWD REF / BAD LABEL IN LINE “SL 
GOTO 3090 

I=Fi 

IF I$C11»11J <> "К" THEN 2750 
I=F1-T5-2 

IF I >= 0 THEN 2750 

I-I4256 

R=16 

GOSUR 4940 

TS=A$ 

4$2*000* 

ASLA1-T$ 

IF І8Г13,141 <> "жж" THEN 2840 
IS$L135141-AS$ELEN(CASD -3;LEN(AS$) -13 
1$L10»11J-A$LLEN(A$)-1] 

GOTO 2850 
I$L10:112J-A$CLEN(A$)-1J 

PRINT %421% 

GOTO 2510 

PRINT %4% ENI 

IF R8-1 THEN 3080 

IF END #4 THEN 2940 

READ %4,1 

READ #4;1$ 
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2920 PRINT I$ 

2930 GOTO 2910 

2940 READ $2,1 

2950 PRINT LIN(2)¢"SYMBOL TABLE: " 
2950 IF END #2 THEN 3080 

2970 FOR 16=1 TO 3 

2980 READ %2509%,Т5 

2990 К=16 

3000 І-Т5 

3010 GOSUB 4940 

3020 Т%-“0000“ 

3030 T$CtLEN(T$)*11-7A$ 

3040 PRINT TAB(CIA-10X2541250$ 5 TABC (16-1) K25413) 8TSELENCTSO -335 
2050 NEXT 16 ` 
3060 PRINT 

3070 GOTO 2970 


3080 END 
3090 PRINT '«'Is'»" 
3100 END 


3110 КЕМЖЖЖЖЖЖЖЖЖЖ PROCESS MEMORY LOADS XXXXXXXXXX 
3120 0731 

3130 IF M$t2»33 <> "ТЕ" THEN 3260 

3140 IF Q7 <> 1 THEN 3190 

3150 GOSUB 3750 

3160 PzP-LEN(P$) 

3170 0$=1$Г[Р,Р7 

3180 Р=Р+1 

3190 IF P <= 72 THEN 3220 

3200 PRINT "BAL DELIMITER IN LINE “зЁ 
3210 GOTO 3090 

3220 РӨҒ11-"”” 

3220 Рө(2»21-І%ГР»Р1 

3240 IF Р%9Г2»21-0% THEN 320 

3250 GOTO 3280 

3260 GOSUB 3790 

3270 295" 

3280 Р=Р+1 

3290 IF LEN(P$)=0 THEN 320 

3200 N$-P$ 

3310 GOSUB 4070 

3320 IF Та <> 2 THEN 3350 | 
3330 PRINT “Вар LABEL IN MEMORY ASSIGNMENT OF LINE "st 
3340 GOTO 3090 

3250 R=16 

3360 I=F1 

3370 GOSUR 4940 

3380 T$=A$ 

3390 А$= 000° 

3400 А9%С41-17% 

3410 IF М9г2,21 <> "W" THEN 3460 

3420 2$0L10»112-A$CLENCAS) - 34 LENCA$)-21 
3430 290(7»81-A$ULLENCA$2-1) 

3440 C-Ct2 

3450 GOTO 3560 

3460 IF М6Ғ2,21-“П" THEN 3530 

3470 IF Ғ1<256 THEN 3500 

3480 PRINT "NUMBER TOO LARGE IN MEMORY ASSIGNMENT OF LINE "$L 
3490 GOTO 3090 

3500 2$€7r8I=ASCLEN(A$)-1] 

3510 C=C+1 

3520 GOTO 3540 

2530 7%Г7»81-А%ГІЕМ(А6)-3,1ЕМ(49)-21 
3540 27%Г10,111-А%ГІЕМ(А9%)-11 

3550 C=Cti 

3560 І-Т5 
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3570 
3580 
3590 
3600 
3610 
3620 
3630 
3640 
3650 
3660 
3670 
3680 
3690 
3700 
3710 
3720 
3730 
3740 
3750 
3760 
3770 
3780 
3790 
3800 
3810 
3820 
3830 
3840 
3850 
3860 
3870 
3880 
3890 
3900 
3910 
3920 
3930 
3940 
3950 
3960 
3970 
3980 
3990 
4000 
4010 
4020 
4030 
4040 
4050 
4060 
4070 
4080 
4090 
4100 
4110 
4120 
4130 
4140 
4150 
4140 
4170 
4180 
4190 
4200 
4210 
4220 


APPENDIX А 


R-16 

GÜSUB 4940 

T$-*000* 

T$L43-6$ 

Z$L1»43-TS$CLEN(CT$)0-31 

2%Г5,51:%%;“ 

IF 07 <> 1 THEN 3700 

IF LEN(L$)=0 THEN 3670 

PRINT %2%1%»Т5 

PRINT #23 ЕМП 

2$L17»17tLENCI$)1-I$ 

Z$LCI94TLENCI$)) МАХ 381-С6Г1,72-(19МЕМ(І6)) МАХ 383 
бОТО 3710 

2%-2%Г1,1512 

07-0 

PRINT %35%7%,Т5 

TS=C 

GOTO 3130 

КЕМ ЖЖЖЖЖ ROUTINE TO ISOLATE TOKEN ЖЖЖЖЖ 

КЕМ : STARTS LOOKING FOR TOKEN AT P» PUTS IT IN Р%» AND 


REM ; UPDATES Р. IF ENTERED HERE» STOFS SCAN AT ' “. 


T9=1 

КЕМ і IF ENTERED НЕКЕ» STOFS SCAN АТ ' ”, “y y 7)”, "ы", 
FOR 11=Р TO LEN(I$) 

IF 19(11,11] <> °" " THEN 3830 

NEXT 11 

Р%-" e 

FOR 12=11 TO LEN(I$) 

IF 19С12,122-" * THEN 3920 

IF T9=1 THEN 2900 

IF I$LI2»I21-*,* THEN 3920 

IF IS$LI2»I21-")*' THEN 3920 

IF I$CI2»I2]-*-* THEN 3920 

РФГІ ЕМ(Р9)411-19%ГІ2,121 

МЕХТ 12 

Р-І2 

IF LEN(FS$) <> O THEN 3950 

P=P+1 

79-0 

RETURN 

REM ЖЖЖЖЖ FIND SYMBOL ROUTINE XKkXKXKX 

КЕМ : RETURNS Fi1-sSYMLOC IF IT IS FOUND, F1-0 
REM : IF SYMEOL NOT FOUND 

FOR I=P TO LEN(I$) 

IF І%ГІ,І1-Р%Г1,11 THEN 4050 

NEXT I 

F1-0 

RETURN 

P1-I 

RETURN 

REM ЖЖЖЖЖ NUMERIC STRING INTERPRETER ЖЖЖЖЖ 
КЕМ ; SIMPLIFIES STRINGS ОҒ LABELS АМП NUMERIC EXPRESSIONS 
REM ; GF NUMBERS IN ANY ВАЗЕ, FLUS ASCII CONSTANTS. 
Fi-W-o 

E * 

FOR Ісі TO LEN(N$) 

IF N$€I,TJ="+" THEN 4180 

IF МФГІ,І1-"“-“ THEN 4180 

IF МФСІ,12153")" THEN 4610 
ASCLENCASD11-NS$SCISIJ 

NEXT I 

IF AS <> *.* THEN 4210 

F2=C 

GOTO 4480 

IF А%(1,11>"7“ THEN 4350 

IF А%Г1,11<"А" THEN 4350 
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4230 READ #271 

4240 IF ЕМП #2 THEN 4330 
4250 READ 2719; ТІ 

4260 ІЕ Т% <> АФ ТНЕМ 4240 
4270 Е2-Ті 

4280 T4=3 

4290 IF END #2 THEN 4320 
4300 REAL #25 T$rT1 

4310 GOTO 4300 

4320 GOTO 4480 


4330 T4=2 
4340 RETURN 
4350 IF А$[1,11 <> *^* THEN 4390 


4360 А4Фта%С22 
4370 GOSUR 4640 
4380 GOTO 4480 


4390 В=10 
4400 IF А%Г1,11 <> *7* THEN 4430 
4410 Ва? 


4420 GOTO 4450 

4430 IF А$%С1,11 <> "$" THEN 4460 
4440 B=16 

4450 AS=ASL2] 

4460 GOSUB 4750 

4470 F2=F 

4480 IF W=2 THEN 4510 

4490 Fl=F1+F2 

4500 GOTO 4520 

4510 Е1=Е1-Е2 

4520 IF І >= LEN(N$) THEN 4610 
4530 Т%=*+-' 

4540 FOR W=1 TO LEN(T$) 

4550 IF ТЭСМ,М22МФСІ, 11 THEN 4590 
4560 NEXT W 

4570 PRINT "ILLEGAL OPERATOR IN LINE "iL 
4580 GOTO 3090 

4590 A$="" 

4600 GOTO 4170 

4610 T4=0 

4620 RETURN 

4630 REM жжжжж ASCII CHARACTER TO NUMBER CONVERTER ЖЖЖЖЖ 
4540 А%-АЯ8Г1,12 

4650 F2=0 

4660 READ #5,1 

4670 READ &5;T$ 

4680 FOR Ізі TO 72 

4690 IF А%С1»11-Т9Г1»11 THEN 4740 
4700 F2-F2*1 

4710 NEXT I 

4720 F2=F2-8 

4730 GOTO 4670 

4740 RETURN 

4750 КЕМ жжжжж MULTI-RADIX STRING TO NUMBER CONVERTER ЖЖЖЖЖ 
4760 REM : B IS BASE OF NUMBER IN A$» F IS PRODUCT. 
4770 Ғ-0 

4780 І1-0 

4790 FOR I2-LEN(A$) TO 1 STEP -1 
4800 RESTORE 4910 

4810 FOR М=0 TO В-1 

4820 READ F$ 

4830 ІР Ғ%хАЯГ12,121 THEN 4870 
4840 NEXT N 

4850 FRINT "BAD NUMBER IN LINE "$L 
4860 GOTO 3090 

4870 F-F4NXB^I1 


+ 


11=11+1 
МЕХТ 12 
RETURN 


APPENDIX A 


DATA sO ее, ели иде, еде, осо идею ее 404, де Rp C, "П" 
DATA 'E*,"F*,' 'G*,'H',"'I*',"J','N'»'L'»'M'»'N*'»*Q0*,"'F*,.'Q",»'R'»'S* 


DATA *'T*,"U*,'U*,*y*,'x"*,*Y','7" 
REM ЖЖЖЖЖ MULTI-RADIX NUMBER TO STRING CONVERTER 


КЕМ $ I IS INFUT NUMBER» К IS BASE THAT АФ WILL ВЕ AS FRODUCT. 


a$zt* 

Т=1 

FOR N=20 ТО 0 5ТЕР -1 
IF T/R^N >= 1 THEN 5020 


МЕХТ М 

N=N-1 

Q-INTCT/R^ND 

IF 0 <= R-1 THEN 5050 
Q=0 

TzT-QXR^N 


RESTORE 4910 

FOR 5=0 TO Q 

READ T$ 

NEXT S 

АФГЦПЕМСА92411ғ7% 

ІҒ М>0 ТНЕМ 5010 

RETURN 

КЕМ жжжжжжжжжжжжжжж ОРСОПЕ TABLE ЖЖЖЖЖЖЖЖЖЖЖЖЖЖЖ 


DATA з M y. "док, и заў еси ра .,"6П","764,%79 
DATA * 5»! *,*29*,'25*,'35','  "','2D*,"'3D*,*39 
DATA ° ","0А4"»! ','0O6*,'16",* "ОЕ" "1E," 
DATA ” sy? а," е," ..,. е,“ s,” .,* "y 
DATA s e," .,. e, „з з, е, е .,% иу и 
ПАТА в е,“ а," ., .,” е," .,. з," .,4 
IATA * е,“ a,” е, Эд" о" е, е .,40Сс4," н,“ 
DATA * . а, .,х ы," а,“ а, з ay, а,“ 
ВАТА Li уп .,) “.,. ., Bo” .," 9s" "y" 
DATA е "y" а,“ а,“ а,“ в,“ а,“ or n .,: 
ВАТА "ОО*,* ., "a t 25.” Жу! с Ды و‎ "у" 
ВАТА я уз з," a, ., ©," а," ., „a 
DATA * "уз 9, ., .,4 .,. ч,“ .,: е," 
DATA "188," а," ..4 .,” ry а,“ "y, з," 
DATA "ng*',* "yv" .,. .,. .,. .,. .,. .,” 
DATA "сұт," з," ... Ву" » y," .," e. s 4, 
BATA “ң8"," з,“ е,“ s,” £y" r,t 9, "y 
DATA * "y. *,'C9*,'C5*,'D5*,*  ",'CD*,"'Dn"*,"n9 
DATA " »“ "','EO*,'EA*," 4," "ЕС", ty? 
DATA " %,4 *y,'CO't,'C4At," 8,4 у ССр nt 
DATA a е, e, "C4," “^ *,*CE* , ПЕ", " 
DATA "CAM. ын "pe "pe yr б, жұ” hys 
DATA 538°, =: Ф, ay" ... .,. ч," LER ., 
LATA е .,. 9,499, "AS t, "5n, а »,"ADn*,*Sp*,*59 
DATA е +. 8 ay" a Ед", F5," ", *EE*,"FE"»" 
RATA *ES8*,* е,“ . а”? .,. "wy" .," . y," 
DATA “Со, و‎ а,“ ې‎ у“ а," ы буи 
DATA “ mye а,“ .,. у" .,. t AC" .,- 
DATA я ., apt . y 9 "ys а," .,4204,4 а," 
DATA ° و‎ “,"А9","А5","Н5”, “sv "АП", “Bs " R? 
DATA " "|. "y"ñ2" | "дӧ" р" Во", "АЕ "у" *, "RE 
DATA " "py" *,*40*,'4A4',"B4*," у АС ЕВС" " 
DATA x :.,“4А"," .4,4444,“50"," ",*4E* , "SE" »," 
DATA Еду“ .,. „уа e, npn a, 9 ... .,” 
DATA " t," "*»*09*,*05*, 15*," -*yFO0p*," JD 9" 19 
DATA 4484," .,. е," е, е, е “2” S” ... 
ВАТА "0g*,"* еў "y? .,. .,. a, "y? е," 
ВАТА "68%," »,* my? "уе . ца аў" E,” “, 
BATA 428%," е, s, ., s,” sy t ..,. s,’ 


ык 71" 5" "у 
"желт, E 
.,” e. pst “, 
s. y." *, "90", 
"y? a y, "ВО", 
.," "ЕО", 
Mis Pyt . y 
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5530 
5540 
5550 
5560 
5570 
5580 
5590 
5600 
5610 
5620 
5630 
5640 
5650 
5660 
5670 
5680 
5690 
5700 
5710 
5720 
5730 
5740 
5750 
9760 
3770 
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BATA 
DATA 
DATA 
рата 
ВАТА 
ВАТА 
DATA 
BATA 
DATA 
DATA 
DATA 
DATA 
рата 
рата 
LATA 
BATA 
LATA 


s .,.2Д4!,” 9,*245*,*35*,* Ey 
"o ,68*,* 66" 576" s "v 
*40*,* ту я “мл в а,“ , 
20%,” ., 2 e LE og” в“, 
° spe t, E9*,'ESt, FI", "у 
385 .,* .,» п, .,4 в", 
"EBg*," a, .," ., е," ., 
"78," a,” уе ... е,“ په‎ 
“ а," e, .,405»”,%054,4 а, 
а а,“ ту *y, *045",* 2,*95*, 
« 9,“ .,% *,'84*,"94*,' LE" 
"АА," “,* а,“ s. i a," ., 
А8,“ "y, ы .," ..,: ., 
"ВА", ^ а," з,“ .,. .,* * y 
.09а4,: "y, .,” е," а," “, 
"оде," е," .... Ew #,& “, 
ос," .,” е,“ е," .," sy 


REM ЖЖЖЖЖЖЖЖЖЖЖЖЖЖЖ MNEMONIC TABLE ЖЖЖЖЖЖЖЖЖЖЖЖЖЖЖ 


ГАТА 
DATA 
DATA 
DATA 
DATA 
рата 
ЕМІ 


'ADC* » "АМП" » * ASL* "ВСС", "BCS"? 
"REL" "ВЕК", "ВОС", "ВУЗ, СІС", 
"DEC", "DEX", "* IIEY* » "БОК" » "ІМС" 
'LDY* »"LSR* » "NOP", "ORA", "FHA"? 
'RTS*,'SEC","SEC","SED','SEI'» 
"TXA* ,' TXS* »*TYA" 


"2E*,*'3E"'»* ў" ч," ... ..,. * 
"Еу Е" у" ... .,. а," .,. 8 
"v н, Ф ТЕ m. s a,’ ни „Жел и 
a п," "yt "e ..,. ... ay t . 
Ере, "Ере, "F9", "El" "FI," ў“ ° 
а ., а, “w... а," a, 2,” е 
* а, 4 ,* ...- в... Ыы е, LÀ 
а н, ., ,! "т .," 2 4 a 
"an*»*9n*»*99*,'81*»*91"'»* a^ Зы р 
"ЗЕ, * вое و‎ .," ... еі Бы з 
"ВС", * 4." ы ы "y," ا‎ В.В . 
я 4 *,* . ," e. £7 +, * " 
а s,” “4,4 е,“ е,“ sA Жы 6:95 . 
в 4, а, s а," *,* .,; я, 8 
е .," 2, .,. e y t ..” ... ж 
a .... ... .,? a.u." 4... ... а 
“ БАРЫ о .,” .,. Su." ... " 
"БЕП", BIT", " EHI" » "ЕМЕ" 

CLI” СЕТ" "СЕИ" у "СМР" "CPX" "СРУ" 
"ТМХ", "INY" y * JMP* » * JSR* » LOA", "LDX" 
"РНР", "РА" »"FLP*»*ROL* » "КОК" у “КТІ” 
"СТА", *STX* "ТҮ", "ТАХ", "ТАУ" › "TSX" 


APPENDIX В 


MULTIPLICATION GAME: 
THE PROGRAM 


+ЖЖЖЖЖ MULT ЖЖЖЖЖ 
$ 

N "$00 

ғ =$01 

NSAVE =$02 

PSAVE =$03 


T 2904 
П сфФеП 
X =$200 
Y =$201 


RESUL =$202 
ASAVE “4240 
XSAVE =$241 
YSAVE =%242 
FA =$1700 
PAD =$1701 
TIMER =$1707 


($20 
9020: А5 00 START LIA N 
0029: 85 OF STA NSAVE 
0024: АЗ Ol LOA Р 
0026: 85 03 STA FSAVE 
0028: А9 01 (ПА #$01 
0026; ВП 01 17 STA РАП 
0020; 20 59 02 МІ JSR SOUNI! 
9030; 20 90 00 JSR 1.250 
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0033; Có 00 ПЕС М 
0025: 10 Fó RNE М1 
0037: А? 14 LEX %%14 2 SECOND 
0039; 20 9Е 90 SR ТІМЕ10 3.1 SEC SUBROUTINE 
0032-20 50 Ó2 “Re JSR 500МП 
ООЗЕ: 20 90 00 JSR nL250 
0042: Cé 01 ВЕС F 
0044: ПО F4 BNE M2 
0046: A? 00 AGAIN Іра #0 
0048: 85 04 STA Т 
004A: АП OO 17 FOL LIA РА 
0040: 30 ЕН HMI FOL 
0048: ES 04 FLUSI INC Т ¿KEY DOWN? 
9051: АЙ OO 17 М5 {ПА FA 
0054; 10 ЕЕ ЕРІ М3 
0055: AO 1F LOY #%1Е KEY UF? 
0058: А2 01 M4 LUX +1 
0058: 20 9E 00 JSR ТІМЕ10 
0050: АП 00 17 LIA FA 
0060; 10 ELI ЕРІ. FLUSI 
0062: 88 ПЕТ 
0063: 10 F3 ЕРІ. М4 
SANSWER COMPLETE? RESULT IN T 
00651 AS 02 LIX NSAVE 
0067: АА 03 LOY РБАУЕ 
0069: 20 19 02 JSR MULTI ¿RESULT IN А 
006Ci CH 04 СМР T 
OOSE! FO OF REQ BRAVO 
WRONG ANSWER 
0070: AO 10 LIY #$10 
0072: 20 50 02 MS JSR SOUNI! 
0075: 20 90 00 JSR DL250 
0078: 88 DEY 
0079: BO F7 BNE MS 
0028! FO C? REQ AGAIN 
$ CORRECT ANSWER 
0071: AO 20 BRAVO LOY #$20 
0078; 20 59 02 Mó JSR $OUNI! 
0082: 88 LEY 
0083: DO FA ЕМЕ Ме 
0085: 00 BRK 
, 
.-$90 
0090: 98 [L250 TYA 
0091: A2 3H LOX #$3D 
0093: АО OO Ін. 2 LEY #0 
0095: С8 іч. 1 ІМҮ 
0096: ПО FL ЕМЕ ІШІ 
9098; ЕЗ ІМХ 
0099: nO FO RNE [L2 
0098! AB TAY 
009С; 60 RTS 
у 
‚ =$9Е 
009E; Bá SI ТІМЕ10 5ТХ П sDURATION ІМ 1/10 SEC 
0040: А9 62 то LIA %%62 98 ВАЗЕ TEN 
0042: ВИ 07 17 STA TIMER $ TIMER 1024 
0085: AD 07 17 ТІ LOA TIMER 
QOAB: 10 ЕН ЕРІ T1 
ООАА; Сё 9l! ПЕС D 
OOAC!: DO F2 BNE TO 
OOAE: 60 RTS 
y 
‚=$210 


0210: ВЕ 00 02 MULTI 6ТХ X 


0213: 
0216: 
0218: 
0214: 
021: 
О21Ғ: 
0220: 
0223; 
0224: 
02273 
0228: 
0224: 
Q22D: 


O O O O O O ооо 
J РЭБ гу F2 F9 F3 Фә 


г. 


о Q- Cn Cn Cn сл en Cn c" 


0264; 
0241: 
02703 
0273; 


SYMBOL 
N 
PSAVE 
X 
ASAVE 
РА 


8C O1 О? 

АО 98 

А9 00 

4E 00 O2 ONE 

90 04 

18 

él 01 02 

4A 

6E 02 02 

88 

ПО FO 

All 02 Q2 

60 

, 

8l 40 

ВЕ 41 Q2 

gC 42 Ф? 

AY OO 

A? ВО 

AQ OO 

C8 

о ЕП 

49 01 

ВІ. OO 17 

ЕН 

no F3 

АЙ 40 Q2 

АЕ 41 Q2 

AC 42 Q2 

60 

FABLE 3 

0000 
0003 
0200 
0240 
1200 
0020 
0046 
0051 
0071 
0093 
0080 
021А 
Q2 


TWO 


Q2 SOUND 


UL. 
DL 


LEA 


STY Y 
LIEY +8 
LIA 


%0 
x 


HCC TWO 
CLC 

ALC Y 
LSR A 
ROR RESUL 
ПЕҮ 

ЕМЕ ОМЕ 
LOA KESUL. 
RTS 


.ш%250 
ОТА АЗАУЕ 
STX XSAVE 
STY YSAVE 
LTA #0 
LOX #$80 
LOY #0 
INY 

ЕМЕ CL1 
ЕОК #1 
STA FA 


BNE CL2 
ASAVE. 
LEX XSAVE 
LOUY YSAVE 


0001 
0004 
0201 
0241 
1701 
0020 
004А 
0058 
0076 
0095 
0085 
0223 
O25F 


APPENDIX B 


NSAVE 
l! 
RESUL. 
YSAUE 
TIMER 
M2 
Pius i 
MS 
[1.250 
ТІМЕ10 
MULTI 
SOUNE 


0002 
00991 
0202 
0242 
1707 
003С 
004Е 
0072 
0090 
009Е 
0210 
0280 
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APPENDIX С 
PROGRAM LISTINGS 


(Chapter 4, Part 1) 


(SüuüGISs33 AW1l £) HSUEH 3513: r+# AJ] 
ісі «49112 АЧЧӨП 41% М35 938 
101 OL ілпіуізі *OCIsdsd дит] І =1004 16% Ad! 
ЧУНО #15 
(1010-0 *HSVI-1) 3402 3SHOW 100 1ЗІН6 MON? М 15% 
чөн 997 LX3N 
MUHO 915 
üwNfiü2 114 14915 3ILNO ¥ ізіне: Finvls 2328 
1840802 23U 
ç 159 Я1Ч915 
1М080802 ALS 
з2і9тпитіПтӘ WOMJ 1519104 за Oi S112.30 S3aW4nN: 86% 401 
мзізумун2а dzMÜüW 138: X*2J2c$- 371891 IT 
M318153M хам: Ni 3303 ТЕДІ Xç L 
05 JI НУПЕЗЧ ПМК FRY - 11Х3 598 
чалп Si адас 1:25У 31 азы 35$+ dWJ 
“бс зі МЧПЕЗН Ийме “нос пані 5551 Si i 11×3 2238 
"105 І1259 3I 335: D)6$4 AWD 
32935 034 
змііпох 32945 Оч $33935 V 1% 0=$+ d 3540и 
OOF Ф" 
2 3$=У9НЭ 
146: 1МмП092 
С31%=13335 
“104 8 SI 0432 HOVE OND ‘HEY v Si 3NO Н293% 
^ STHI Я3139 ЯМУ 1118 iyis Зн. 51 (ANG V) 119: 
нНдің 15413 зні 4 ІНдІМ Oi 1337 оча SNIAOM + SI: 


` 


З 1491 dei Ni 58312943893 3100 
32113943 31502 моа W3Hi 51835 
ZIWOINYNY HOJiHhn #933 


45404 іні ЧОл LVWHGA Эні; 
ONS SH3123v349H3 V 5351435 V f 
04а UV чи *WuMOCSd СІНІ HONOYHL? 
3102 29S30W SINIS ONY TUNIWN3LIU WOZd LAANT 51394 
сын: зма зя COnUm WO9MNJÜOSd NIVW зні dO S3 lJW4VX3fÍ 
“молла зні мі ЯЗ12949нш ІП259 AHL HiIm: 
Залаа VEM ллу? тим номаоза NIUM VW *S3LLIWSNUSIS 
THI 5MZz^lN0 311941116 9 Маа АЕ INV «беспе 

„ояз 44 ANY NO SNL 0519 11 “топ-шоле “¿HA 
п: d^ ЕН ИЕ ЕЕГЕРЕШ 9 ШЕШН НЕ 3063 35404 HEEE 
SANA ОМУ 112945 4035 Нос Síl dd) HVS Ga HOC AGNVY 3H NI: 
счз:аяччена 11259 біззлае нЭіІнм Ззміійозап: 9 SI біні: 


п 


ANTY 


О 
со 
то 
cd 


cd 
са 
Hd 
та 


13 
80 
£0 St 


Uv 
Яз 
3v 
Jc 
L9 
ос 


бэ 


ov 
06 
oç 
58 
VO 
59 
58 
06 
93 
90 
v8 
09 
пя 
99 
od 
63 
06 
63 
03 
63 


Program 4-1: Morse (Fig 4-31 in text) 
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WuxuguMud Я5ЧОн #043 NYNiAy? 
(51ч0М N330m138 43945) š 
5001433 SWIi / 3034 AV AUS 


с11М0236 500'*13349* (43151933 AD 


138 3OVJEO)SUUIM34 SWI1 (1МЗЫЗТЗ 1591 40 ПЫЗ 19 


LN383713 YSHLONY Оп *10N JI 
1319104 З3ч4М 5415 8 JI 335- INNO 1N38352338 
(51H343 13 алм? 393352101439 341i І dGad avial: 


12945 SMOIASHd Shd ЗУЭН OMIE 303 AV ISN 
á 


хоца. did аи 130 НЫ 


ANUL 339 Nails 
Ноты. 3Wji JNHWS TS 3032329134: 


GXud-i18 ійлійбо NO NATL 
3401 Slaivls SIHi 
ігызійО ЗН du 


змачазЗзіз SAV SIKL UR 


llasa Ау 


am 4» h 4” 


ACN Hii 


“ЗІ Ри SIH 
WOW ONIN 3334301 зон МЭНІ 136: 


a + 


*UDINM3d SWI I 304 MOT V мэні ПМУ 


61M 

AY IJ dS 
($$ Au) 
51M 

єп 3NH 
A3ü 

сп ЭМЯ 
184 285 
935 

id 3NH 

× 31] 

vita XIII 
133345 91 
AVI 

9 159 

я 169 

мді 

403 SAV 131 
SIM 

А130 NSE 
c$ ATI 
LX3N аня 
іМП02 330 
Ayaa NSC 
10%% АПП 
0009% 915 
Hooves VIS 
o$ Vll! 
А9 131 NSF 
0009% 915 
1684 VIT 
5004$ 915 
4009% 915 
tos 901 
9009% 915 
0%% 9117 
4009% VIS 
02%% 91171 


32940 


11 
e] 
£u 


АЎ 131 
SIH! ¢ 
11X3 


HSINIJ 


INAS 


“5101М434 AWIL 30: 
ПМ ¿< 43151934 А) №304 іпзіп0 HOIH Ç SUN3S МОІІЭЗ5 SIHI * 


£O 


ҒО 


OV 
ov 


ғо 
оч 


09 
09 


09 


09 


14 


93 
04 


09 
Oe 
09 
09 
OH 
88 
ou 
63 
8t 
eni 
з 
сЗ 
GY 
8y 
90 
90 
86 


09 
оё 
09 
og 
92 
ос 
OU 
38 
18 
69 
ог 
18 
69 
18 
48 
89 
18 
69 
18 
69 


0280 
0980 


2400 
2400 
2400 
4490 
9/00 
5400 
ғ/00 
£400 
400 
1400 
0400 
6900 
8900 
c900 
9900 
5900 
8900 
£v00 
c900 
1900 
0900 
6500 
8500 
(500 
9200 
2-00 

500 
£S00 
¿500 
1500 
0506 
6voo 
Gt OO 
($00 
2900 
300 
troo 
ГОО 
ctoo 
1600 


Program 4-1: Morse (Continued) 
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60$*£0$*80$*V0$*d1$*971$ 


JO0$*90$4520$*vI$4010O$*7T$ 


t0$401$43O$4Z2T1$*c0$*20$ 


YTE BTE GOS TOH Iv TOS 


ТОФ ТОФ 10$ ТОФ 35$ 137$ 


В8С%%406%%02%41С6“<С%%22% 


3241 AL HS CLSE 139$ 4 TLS ELS 


31AH* 


З1АЯ” 


З1АЧ* 


З1АН* 


ILAR’ 


31A8 ° 


АЛАН” 


33891 


80 
90 
ат 
91 
30 
90 
cO 
vi 
10 
ёї 
vo 
01 
зо 


т 
c 
> 
с 


20 
Vi 
BI 
50 
10 
26 
10 
то 
то 
TO 
10 
3t 
J£ 
8t 
ОЕ 
ос 
те 


- 
ec 


гс 


¬ 


c 


HE 
сЕ 
99 
ТЕ 
£Z 


:86С0 
:46Ғ0 
9650 
1:Sóéro 
KOLO 
:£6£0 
COLO 
$16520 
70420 
: 380 
: 3820 
BLO 
$3850 
$9850 
:98Е0 
:68£0 
:88£0 
:£8£0 
:98Ғ0 
:58£0 
: ВО 
:£8r0 
:СВЕО 
ІВЕО 
$0850 
4220 
:32£0 
$ 0220 
АО 
Hr PU 
9.0 
1500 
: 820 
$2250 
ЕО 
:S4£0 
(ЕО 


ЕСО 
Hr AU 
{ТАҒО 


800 
9800 
£800 
£800 
£800 
£800 
£800 
£800 


c800 


¿ECO 
CBO 
с800 
C600 
¿800 
1800 
1800 
1500 
[200 
TEGO 
1600 
0800 
0800 
0800 
0800 
0800 
0800 
5400 
6200 
6200 
6400 
6400 
6400 
8200 
8400 
8200 
8200 
820909 
8200 
4400 
24200 


Program 4-1: Morse (Continued) 
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1290 
ISEO 
EFO 
HIS O 
с 300 


31381 
ей 
11X3 
LX3N 
JUHO 


H9L0 
JSTO 
1550 
IFO 
{300 


32945 
ға 
HSINI4 
3133915 
AN(10J 


jJi$*HTI$*61$*H0$*TT$ 3lAH* 


ASLO 
(Зо 

CFO 
0080 
C400 


14 
AV 134 
fN3S 
3SJ0MH 
1333$ 


; АЛЧӘ1 1ОЯИАС 


31 
HT 
6t 
dO 
TT 
60 
ғо 


: 36£0 
: 160 
Часо 
:26<0 
:H6t£0 
:96С0 
:66С0 


5800 
5800 
5800 
S600 
800 
$800 
6800 


Program 4-1: Morse (Continued) 
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LINE? LOC 
0002 0000 
0003 0000 
0004 0000 
0005 0000 
0006 0000 
0007 0000 
0008 0000 
0009 0000 
0010 0000 
0011 0000 
0012 0000 
0013 0000 
0014 0000 
0015 0000 
0016 0000 
0017 0000 
0018 0000 
0019 0000 
0020 0390 
0021 0392 
0022 0394 
0023 0397 
0024 0399 
0025 039С 
0026 039Е 
0027 ОЗАІ 
0028 03A3 
0029 03A6 
0030 03A7 
0031 03А8 
` 0032 03A9 
0033 03AA 
0034 03AC 
0035 ОЗАҒ 
0036 03В1 
0037 03В4 
0038 03В6 
0039 03В8 
0040 03ВА 
0041 03BC 
0042 03BE 
0043 03ВҒ 
0044 03C! 
0045 03C3 
0046 03C5 
0047 03C7 
0048 03C9 
0049 03СВ 
0050 03CD 
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CODE 


А9 14 
85 F7 
8D OB AO 


A9 CO 


8D ОЕ AO 


А9 50 

8D 06 AO 
А9 C3 
8D 05 АО 
60 

08 

48 

F8 

А9 50 

8D 06 AO 
А9 СЗ 
8D 05 AO 
C6 F7 


DO 31 


А9 14 
85 Е7 
А9 01 
18 

65 Ғб 
85 F6 
С9 60 
DO 22 
A9 00 
85 F6 
А901 
18 


LINE 


:FIRST LOAD A7 IN LOCATION A67E, AND 03 IN AO7F 

THIS IS А REAL TIME CLOCK ROUTINE WHICH MAINTAINS 
ТНЕ CURRENT TIME IN THE LOCATIONS SEC (00F6), MIN 
(0065), AND HOUR (00Ғ4) [24 HOUR ТМЕЕ). iT IS BRANCHED TO 
ВУ THE TIME OUT OF THE INTERRUPT TIMER, WHICH 
‘CAUSES AN INTERRUPT AND BRANCH TO THE CLOCK 
‘ROUTINE TWENTY TIMES PER SECOND. THE CLOCK ROUTINE 
“АМО INTERVAL TIMER MUST BE INITIALIZED FIRST. THE 
‘CODE ‘INIT’ DOES THIS, AND IT MUST BE BRANCHED TO TO 
‘START THE CLOCK. TO INITIALIZE, PUT THE CURRENT TIME 
ТНЕ CLOCK ROUTINE WILL BE STARTED IN SEC, MIN, AND 

: HOUR, THEN ISSUE THE COMMAND ‘GO 0390 CR’ AT THAT 
-EXACT TIME. NOTHING ELSE MUST BE DONE. 

COUNT = $00Е7 
SECS =$00Е6 
MIN = $00F5 
HOUR = $00F4 
АСК =$A00B 
TILL = $A006 
ТІНС = $A005 


ІМІТ 


СІОСК 


* =$0390 
LDA #$14 


STA COUNT 


STA ACR 


LDA #$CO 
STA $A00E 


LDA 4550 
STA TILL 
LDA #$C3 
STA TIHC 
RTS 

PHP 

PHA 

SED 

LDA #$50 
STA TILL 
LDA #$C3 
STA ТІНС 


DEC COUNT 


BNE EXIT 


LDA 8514 


STA COUNT 


LDA #501 
CLC 

ADC SECS 
STA SECS 
CMP #$60 
BNE EXIT 
LDA #$00 
STA SECS 
LDA #$01 
CLC 


:COUNTER FOR TWENTIETHS OF А SEC 
‘CURRENT TIME 


‘TIMER MODE REGISTER 
‘LOW ORDER TIMER CONSTANT 
:HIGH ORDER TIMER CONSTANT 


:ЅЕТ TO FIRST TWENTY 
;COUNTS 

‘SET BITS 8 AND 7 LOW 

НМ ACR 

25ЕТ BITS 8 AND 7 HIGH IN 
;THE INTERRUPT ENABLE 
¿REGISTER (TO ENABLE 
‘INTERRUPTS FROM TIMER 1) 
;STORE C350 IN TIMER 

; (DELAY CONSTANT FOR 
; 50 MS) 

‘THIS STARTS TIMER 
;RETURN TO MONITOR 
SSAVE STATUS 


‘STORE C350 IN TIMER 

; (DELAY CONSTANT FOR 

; 50 MS) 

;THIS STARTS TIMER 
‘DECREMENT COUNT OF 

; TWENTY 

‘EXIT IF WE HAVE NOT 
;COUNTED TO TWENTY YET 
ELSE RESTORE COUNT— 

А FULL SECOND HAS PASSED 


;ADD 1 TO SEC 
;SEE IF 60 SECONDS 


ИЕ NOT, EXIT 
;ELSE RESET SECONDS TO 0 


Program 4-2: Time of Day (Fig 4-37 in text) 


0051 03СЕ 65 Р5 
0052 03D0 85 Е5 
0053 03D2 C9 60 
0054 03D4 DO 13 
0055 03D6 A9 00 
0056 03D8 85 Е5 
0057 03DA A901 
0058 03DC 18 

0059 0300 65F4 
0060 03DF 85 F4 
0061 03Е1 С9 24 
0062 03E3 ро 04 
0063 03Е5 A9 00 
0064 03Е7 85 Ғ4 
0065 03Е9 68 

096 ОЕ А 28 

006; ОЗЕВ 40 


ERRORS = 0000 <0000> 


SYMBOL TABLE 
SYMBOL VALUE 
ACR A00B 
HOUR 00Ғ4 
ЗЕС5 O0F6 
END OF ASSEMBLY 


ADC MIN 
STA MIN 
CMP #$60 
BNE EXIT 
LDA #$00 
STA MIN 
LDA #$01 
CLC 
ADC HOUR 
STA HOUR 
CMP #$24 
BNE EXIT 
LDA #$00 
STA HOUR 
EXIT PLA 
PLP 
RTI 


CLOCK 03A7 COUNT 00F7 
INIT 0390 MIN 00Е5 
ТІНС А005 ТІГІ. A006 


APPENDIX C 


;AND ADD | TO MINUTES 


;SEE IF 60 MINUTES 
ЛЕ NOT, EXIT 


;ELSE RESET MINUTES TO 0 


;AND ADD і TO HOUR 


;SEE IF 24 HOURS 
НЕ NOT, EXIT 


;ELSE RESET HOUR TO 0 
;RESTORE STATUS 


EXIT 03Е9 
PLS ОЗЕА 


Program 4-2: Time of Day (continued) 
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LINE # LOC 
0002 0000 
0003 0000 
0004 0000 
0005 0000 
0006 0000 
0007 0000 
0008 0000 
0009 0000 
0010 0000 
0011 0000 
0012 0000 
0013 0000 
0014 0000 
0015 0000 
0016 0000 
0017 0000 
0018 0000 
0019 0200 
0020 0201 
0021 0203 
0022 0206 
0023 0208 
0024 020B 
0025 020D 
0026 0210 
0027 0212 
0028 0215 
0029 0218 
0029 0219 
0029 021A 
0030 021B 
0030 021C 
0030 021D 
0031 021E 
0031 021F 
0031 0220 
0032 0221 
0032 0222 
0032 0223 
0033 0224 
0033 0225 
0033 0226 
0034 0227 
0034 0228 
0034 0229 
0035 022A 
0035 022B 
0035 022C 
0036 022D 
0036 022E 
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CODE 


D8 
A9 OF 
8D 02 AC 


A9 00 
8D 00 AC 
ASF4 


20 FA 82 


A5 F5 
20 FA 82 


20 06 89 


EA 
EA 
EA 
EA 
EA 
EA 
EA 
ЕА 
EA 
EA 
EA 
EA 
EA 
БА 


ЕА 


ЕА 
ЕА 
ЕА 
ЕА 
ЕА 
БА 
БА 
ЕА 


LINE 


ТНІ5 IS A SIMPLE HOME CONTROL ROUTINE WHICH RUNS | 

THROUGH A LOOP. EACH TIME THROUGH IT DISPLAYS THE 

‚СУВВЕМТ TIME AND BRANCHES TO A NUMBER OF USER 

SUBROUTINES | 

-WHICH SERVICE DEVICES. 

;EXAMPLES: | 

1) A SUBROUTINE COULD CHECK THE CURRENT TIME AND 
TURN ON A LIGHT IF THE TIME WERE RIGHT. 

2) A SUBROUTINE COULD MONITOR THE STATUS OF AN 

‚ ALARM SYSTEM AND TAKE APPROPRIATE ACTION IF AN 

; INTRUDER WERE DETECTED. 


DDRB = $AC02 
IORB=$AC00 
HOUR = $00F4 
MIN = $00F5 
OUTBYT = $82ЕА 
SCAND = $8906 
* = $0200 
CONTRL CLD ; 
LDA #$0Е ‘SET DATA DIRECTION 
STA DDRB ;REGISTER TO OUTPUT FOR 
RELAYS 
LDA 4500 
STA IORB ‘TURN OFF RELAYS 
LOOP LDA HOUR ТНІ5 IS THE MAIN CONTROL 
LOOP 
JSR ОМТВҮТ ‘OUTPUT CURRENT HOUR ТО 
DISPLAY 
LDA MIN 
JSR OUTBYT ‘OUTPUT CURRENT MINUTE 
TO DISPLAY 
JSR SCAND ‘REFRESH (LIGHT) DISPLAY 
WITH TIME 


.BYTE SEA,SEA,SEA 
.BYTE %ЕА,ФЕА,ЗЕА 
.BYTE SEA,SEA,SEA 
.BYTE $EA,SEA,SEA 


‚ВУТЕ $EA,SEA,SEA 
THE USER CAN PLACE 
JUMPS TO 
;:SUBROUTINES HERE TO SER- 
VICE DEVICES 

.BYTE $EA,$EA,SEA 


„BYTE $EA,$EA,$EA 


„BYTE %ЕА,ФЕА,ЗЕА 


Program 4-3: Home Control (Fig 4-38 in text) 


0036 022Е 
0037 0230 
0037 0231 
0037 0232 
0038 0233 
0038 0234 
0038 0235 
0039 0236 
0040 0239 


ERRORS = 0000<0000> 


SYMBOL TABLE 


EA 
EA 
EA 
EA 
EA 


EA 
EA 


BYTE $EA,$EA,SEA 


BYTE $EA,$EA,SEA 


4C 0B 02 JMP LOOP 


SYMBOL VALUE 


CONTRL 0200 
LOOP 020B 


END OF ASSEMBLY 


DDRB АС02 HOUR 00F4 IORB 
MIN 00Е5 OUTBYT 82FA SCAND 


Program 4-3: Home Control (continued) 


APPENDIX C 


AC00 
8906 
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LINE # LOC 
0002 0000 
0003 0000 

0004 0000 
0005 0000 

0006 0000 

0007 0000 
0008 0000 

0009 0000 
0010 0000 
0011 0000 
0012 0000 
0013 0000 
0014 0000 
0015 0000 
0016 0000 
0017 0000 
0018 0000 
0019 0000 
0020 0000 
0021 0000 
0022 0000 
0023 0000 
0024 0000 
0025 0000 
0026 0000 
0027 0000 
0028 0300 
0029 0302 
0030 0304 
0031 0305 

0032; 0307 

0033 0309 
0034 030A 
0035 030D 
0036 0310 
0037 0311 

0038 0313 
0039 0316 
0040 0319 
0041 031C 
0042 031F 
0043 0320 
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СОРЕ 


ОА EA ҒА 


ОА ЕА ЕА 


АА 
А9 СО 
8D ОВ AO 


8D 0B AC 
BD 5D 03 


8D 04 А0 
Е8 
BD 5D 03 


LINE 


‘THIS IS A PROGRAM WHICH DIALS PRE STORED 
TELEPHONE NUMBERS. ІТ PRODUCES A TWO TONE OUTPUT . 
(THROUGH A SPEAKER HOOKED UP IN CONFIGURATION 2 
(TWO TONES—SEE SPEAKER). THESE TONES WILL ACTIVATE 
:A STANDARD TOUCH TONE PHONE WHEN THE SPEAKER 15 
;PLACED DIRECTLY OVER THE MOUTH PIECE OF THE TELE- 
‘PHONE. TO USE THE PROGRAM, PLACE THE PHONE 
:NUMBER(S) ANYWHERE IN MEMORY, ONE DIGIT PER BYTE, 
: AND ENDING WITH OF (HEX). FOR EXAMPLE, THE NUMBER 
-555-1212 WOULD ВЕ 05 05 05 01 02 01 02 OF (ALL HEX) IN 
‘MEMORY. THEN PLACE THE ADDRESS OF THE NUMBER, 
‘LOW BYTE FIRST, IN THE LOCATIONS 00С0 AND 00СІ. 
ТНЕМ EITHER GO TO THIS ROUTINE FROM THE MONITOR 
-OR JSR TO IT FROM ANOTHER PROGRAM. 


NUMPTR = $00CO ТНІ5 POINTS TO THE ADDRESS ОҒ 
THE TELEPHONE NUMBER 
ONDEL-$40 . ‘THIS IS THE DELAY CONSTANT FOR 
‘THE TIME WHEN THE 
OFFDEL - $20 ‘DELAY CONSTANT FOR THE TIME 
‘WHEN THE TONES ARE 0 
DELCON = $FF ;GENERAL PURPOSE DELAY 
;CONSTANT 
ACRI -%А00В ‘THESE ARE THE TIMER MODE 
‘REGISTERS (TIMER 1) 
ACR2 - $ACOB (TIMER 2) 
TICH = $A005 ‘THIS IS THE TIMER І COUNTER 
HIGH BYTE) 
TILH = $A007 ТІМЕК І LATCH (HIGH BYTE) 
TILL = $A004 : (LOW BYTE) 
ТСН = $ACO5 ‘SAME AS TIMER І — FOR TIMER 2 
T2LH = $AC07 
T2LL = $ACO4 
* = $0300 
PHONE Іру 4300 -INDEX FOR DIGITS OF 
‘PHONE NUMBER 
DIGIT LDA (NUMPTR)Y “СЕТ DIGIT 
INY 
_CMP #$0F ‘SEE IF END OF PHONE 
NUMBER 
BNE NOEND 
RTS ‘RETURN IS SO (TO 
;MONITOR OR CALLING 
;SPROGRAM) 
NOEND ASLA “MULTIPLY NUMBER ВУ 
:FOUR TO INDEX TABLE 
ASL A ; (EACH TABLE ENTRY IS 
4 BYTES) 
TAX ІХ = INDEX FOR TABLE 
LDA #$С0 
STA ACRI ‘SET TIMER MODE ТО FREE 
“RUNNING ON BOTH TIMERS 
STA ACR2 
LDA TABLE,X ;ОЕТ LOW ORDER, FIRST 
‚ТОМЕ 
STA TILL :STORE IN TIMER 1 
INX 
LDA TABLE,X “СЕТ HIGH ORDER, FIRST 
ТОМЕ 


Program 4-4: Phone Dialer (Fig 4-41 іп text) 


0323 
0326 


0329 
032А 


032D 
0330 
0331 


0334 
0337 


033А 


033С 
033F 
0340 


0342 
0344 
0347 
034A 


034C 
034F 
0350 
0352 


0355. 
0355 


0355 
0355 
0357 
0358 
035А 
035С 
035D 
035D 
035D 
035D 
035D 
035D 
035Е 
035Ғ 
0360 


. 0361 


0362 
0363 
0364 
0365 
0366 
0367 
0368 
0369 
036A 
036B 
036C 
036D 
036E 


8D 07 АО 
8D 05 AO 


Е8 
BD 5D 03 


8D 04 AC 
E8 
BD 5D 03 


8D07 AC 
8D 05 AC 


A2 40 


20 55 03 
CA 
DO FA 


A9 00 
8D ОВ AO 
8D 0B AC 
A2 20 


20 55 03 
CA 

DO FA 
4C 02 03 


13 
02 
76 
01 
Ср 
02 
9Е 
01 
CD 
02 
76 
01 
CD 
02 
53 
01 
89 
02 


ON 


OFF 


STA TILH 
STA TICH 


INX 
LDA TABLE,X 


STA T2LL 
INX 
LDA TABLE,X 


STA T2LH 
STA T2CH 


LDX #ONDEL 


JSR DELAY 
DEX 
BNE ON 


LDA 7500 

STA ACRI 
STA АСЕ2 
LDX *OFFDEL 


JSR DELAY 
DEX 

BNE OFF 
JMP DIGIT 


APPENDIX C 


;STORE TIMER 1 
THIS STARTS TIMER І 
;GOING 


‚СЕТ LOW ORDER, SECOND 
ТОМЕ 
‘STORE ІМ TIMER 2 


;GET HIGH ORDER, SECOND 
ТОМЕ 

‘STORE IN TIMER 2 

ТНІ5 STARTS TIMER 2 
;GOING 

“СЕТ TONES-ON DELAY 
;CONSTANT 

:DELAY WHILE TONE IS ON 


‘TURN BOTH TIMERS OFF 


;GET TONES-OFF DELAY 
;CONSTANT 
DELAY WHILE TONE IS OFF 


:GO BACK FOR NEXT DIGIT 
;OF PHONE NUMBER 


;THIS IS A SIMPLE DELAY ROUTINE FOR THE TONE ON AND 
;OFF PERI 


DELAY 
WAIT 


LDA #DELCON 


SEC 

SBC #$01 
BNE WAIT 
RTS 


‚СЕТ DELAY CONSTANT 
-DELAY FOR THAT LONG 


ТНІ5 IS A TABLE OF THE CONSTANTS FOR THE TONE 
;FREQUENCIES FOR EACH TELEPHONE DIGIT. THE 
‘CONSTANTS ARE TWO BYTES LONG, LOW BYTE FIRST. 


TABLE 


BYTE $13,$02,$76,$01 


„BYTE $CD,3$02,$9E,$01 


BYTE $CD,$02,$76,$01 


BYTE $CD,$02,$53,$01 


„BYTE $89,$02,$9E,$01 


ТМО TONES FOR ‘0’ 


; ТУО TONES FOR ‘1’ 


- [1o 34 
; 2 


: ‘3’ 


; °4 


Program 4-4: Phone Dialer (continued) 
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0082 036F 9E 
0082 0370 01 
0083 0371 89 
0083 0372 02 
0083 0373 76 
0083 0374 01 
0084 0375 89 
0084 0376 02 
0084 0377 53 
0084 0378 01 
0085 0379 4В 
0085 037А 02 
0085 037В 9E 
0085 037C 01 
0086 037D 4B 
0086 037E 02 
0086 037E 76 
0086 0380 01 
0087 0381 4B 
0087 0382 02 
0087 0383 53 
0087 0384 01. 
0088 0385 | END 


ERRORS - 0000 «0000» 
SYMBOL TABLE 


SYMBOL VALUE 


ACRI A00B ACR2 AC0B DELAY 
DIGIT 0302 NOEND 030А МОМРТК 
OFFDEL 0020 ON 033С ONDEL 
ТІСН А005 TILH A007 TILL 
T2LH АС07 T2LL АС04 ТАВІЕ 
END OF ASSEMBLY 


ВҮТЕ $89,$02,$76,$01 
BYTE $89,$02,$53,$01 
BYTE $4B,$02,$9E, $01 
BYTE $4B,$02,576,$01 


.BYTE $4B,$02,$53,$01 


. 
з 


+ 
3 


` 
3 


. 
+ 


+. 


DELCON 
OFF 
PHONE 
T2CH 
WAIT 


Program 4-4: Phone Dialer (continued) 
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OOFF 
034C 
0300 
АСО5 
0357 


APPENDIX Р 


HEXADECIMAL 
CONVERSION TABLE 


0 12 3 4 5 6 91011 12 13 14 15 
6 17 18 19 20 21 22 23 24 25 26 27 28 29 30 31 
32 33 за 35 36 37 38 39 40 41 42 43 44 45 46 47 
48 49 50 51 52 53 54 55 56 57 58 59 60 61 62 63 
64 65 66 67 68 69 70 71 72 73 74 75 76 77 78 79 
80 81 82 83 84 85 86 87 88 89 90 91 92 93 94 95 
96 97 98 99 100 101 102 103 104 105 106 107 108 109 110 111 
112 113 114 115 116 117 118 119 120 121 122 123 124 125 126 127 

128 129 130 131 132 133 134 135 136 137 138 139 140 141 142 143 
144 145 146 147 148 149 150 151 152 153 154 156 156 157 158 159 
160 161 162 163 164 165 166 167 168 169 170 171 172 173 174 175 
176 177 178 179 180 181 182 183 184 185 186 187 188 189 190 191 
192 193 194 195 196 197 198 199 200 201 202 203 204 205 206 207 

208 209 210 211 212 213 214 215 216 217 218 219 220 221 222 223 

224 225 226 227 228 229 230 231 232 233 234 235 236 237 238 239 

245 246 247 248 249 250 251 252 253 254 255 


= m O O @ > о о NOU + о n> = O 


row J + [ 3 | 2 | ! Ў 
HEX] DEC HEX] DEC [HEX HEX 


T gaali aali 
1 1,048,576} | 65,536) 1 4,096 
3 3,145,728| 3 196,608] 3 12,288) 3 768 | З 48} 3 3 
5 5,242,880] 5 327,680] 5 20,480] 5 1,280) 5 80 | 5 5 
7 7,340,032] 7 458,752] 7 28,672] 7 1,772] 7 112] 7 7 
HE HEHE CHE На Ная 
9 9,437,184] 9 589,824] 9 36,864| 9 2,304) 9 144 | 9 9 
А 10,485,760| А 655,360] А 40,960] А 2,5601 А 160 10 
D 13,631,488] D 851,968] р  53,248| D 3,328 | D 208 

F 15,728,640) Е 983,040] F 61,440] Р 3,840 


о 
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0 
1 
2 
3 
4 
5 
6 
7 
8 
9 
A 
B 
С 
Г) 
Е 
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APPENDIX E 


ASCII CONVERSION 
TABLE 


© 
— 
eo ° 
о т 
- 
= 0 
e 


- Фо с (па ON оо 


O z Zr x< — T O mm GO m > 
А>----ымы«<хЕ><с-олоо 
o 5 3 —=— — =e +7 AD TH | 


SVIRA- 


THE ASCII SYMBOLS 


— Null 

— Start of Heading 

— Start of Text 

—End of Text 

— End of Transmission 
— Enquiry 

— Acknowledge 

— Bell 

— Backspace 

— Horizontal Tabulation 
—Line Feed 

--Мепісгі Tabulation 
— Form Feed 

— Carriage Return 

— Shift Out 

— Shift In 


— Data Link Escape 

— Device Сопігоі 

— Negative Acknowledge 
— Synchronous Idle 

— End of Transmission Block 
— Cancel 

— End of Medium 

— Substitute 

— Escape 

— File Separator 
—Group Separator 

— Record Separator 

— Unit Separator 

— Space (Blank) 

— Delete 


— 
— м 
— 


О 
та --м< хх <C — o чоо 


APPENDIX F 


6502 INSTRUCTIONS 
(ALPHABETIC) 


Add with carry 

Logical AND 
Arithmetic Shift Left 
Branch if carry clear 
Branch if carry set 
Branch if result = 0 
Test bit 

Branch if minus 
Branch if not equal to 0 
Branch if plus 

Break 

Branch if overflow clear 
Branch if overflow set 
Clear carry 

Clear decimal flag 
Clear interrupt disable 
Clear overflow 
Compare to accumulator 
Compare to X 

Compare to Y 
Decrement memory 
Decrement X 
Decrement Y 

Exclusive OR 
Increment memory 
Increment X 

Increment Y 

Jump 


Jump to subroutine 
Load accumulator 
Load X 

Load Y 

Logical shift right 
No operation 

Logical OR 

Push A 

Push P status 

Pull A 

Pull P status 

Rotate left 

Rotate right 

Return from interrupt 
Return from subroutine 
Subtract with carry 
Set carry 

Set decimal 

Set interrupt disable 
Store accumulator 
Store X 

Store Y 

Transfer A to X 
Transfer A to Y 
Transfer SP to X 
Transfer X to A 
Transfer X to SP 
Transfer Y to А 
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INDEX 


6502 Assembler ............... 243 
074) DH 20, 21 
6520 Dangers .................. 28 
CSD SS NON 20,31,47, 
48,161,164 
lx мы АНИ 20, 61 
ИА 20, 61 
6532 RIOT..................... 61 
A 
ACR q—  ———" 107 
active devices .................. 24 
И ызаны 11, 64, 75, 
233 
alarm ous ovvero ta po 188 
alarm system .................. 117 
analog to digital conversion ... 203 
application connector ....... 72 
arterial онан 151 
ASCII Keyboard ............. 225 
ASM OS co osa ticae Fix PERS 244 
audible response .............. 209 
auxiliary application 
соппес1ог ...................... 73 
auxiliary control 
register (АСК) ................ 44 
В 
basic іпрці..................... 47 
DOAN a аа ы 188 
bi-directional .................. 217 
| asap wa EE 238 
boardlayout.................. 148 
о 22, 23 
buffered output .............. 81 
buffered ports ................ 150 
DUTIES усь тач ax 17 
burglar alarm ................. 188 
C 
CAT ааа 17 
CAD йа ары ыы e 17 
CHIA аа раба ада 17 
СВІ Ееее 17 
chip-select ..................... 22 
clearances ...................... 160 
clipping diode ................. 82 
ClOCK о ee rus 18, 111 
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closed control ................. 203 
сотрагаїог.................... 206 
computer music .............. 178 
conclusions..................... 241 
connectors..................... 148 
control lines ................... 22 
control options ............... 49 
control register ............... 25 
control register (CRA) ...... 24 
D 

DAC аа 204 
Darlington ..................... 62 
data hole ара КЕНЕ 228 
data ready ..................... 17 
data request ................... 17 
data-direction register ....... 16 
day MOG Cries аа 159 
DC motor control ............ 192 
DDR 3:22 k арада шаны 21 
ЭОК Аске 24 
debouncing .................... 198 
decoded keyboard ........... 225 
delay аа eran des 103, 202 
delay loop ...................... 110 
delays ана Ran 18, 54 
detector ........................ 188 
dISK; uum aut n sa d 203 
dot matrix ..................... 75 
dot matrix LED .............. 161, 163 
OLIVER о viel is 195 
durati i o ue ree nanik 45 
duration of a pulse ........... 43 
E 

electrosensitive ............... 233 
expansion connector ........ 72 
external clock ................. 52 
Е 

Цару ыа азнака 17 
Паспа una u Oe 159 
floppy disk .................... 203 
free-running ................... 107 
free-running mode ........... 43 
G 

grounded сава 217 


Н 
hand-shaking ................. 17 
handshake protocol ......... 51 
hardware timer ............... 18 
heating coll.................... 209 
hexinverter.................... 81 
hexadecimal keyboard ...... 217 
home alarm .................... 188 
home control .................. 117 
HP2000F BASIC ............. 247 
І 
index hole ...................... 203 
indexed addressing ........... 102, 104, 
222, 223 
indexed indirect .............. 238 
indexed indirect addressing .... 28 
indirect addressing ........... 231 
indirection ..................... 231 
industrial control ............. 145,150 
ега ossis lovers ан 194 
input-output ....... я 15 
input pulse ..................... 131 
internal divide ................ 19 
interrupt....................... 17 
interrupt routine ............. 117 
іп(еггирі5 ...................... 11, 17 
interval timer .................. 61 
introduction ................... 11 
ТОКА тооно ы 24 
IRA ы аны шы ы 22 
ВОВ —À 22 
К 
ROU аа ERE ы ИСТА 218 
keyboard ...............:....... 67, 75, 217 
KIM ыа ананасы» 11, 61, 64, 
66, 81, 127 
І, 
LED акен ыа 165 
light emitter ................... 188, 203 
line-reversal technique ...... 217 
loop detectors ................. 145, 152 
loudspeaker ................... 149 
M 
MARIE cas voa ot ымды! 217 
memory тар .................. 24 
microprinter ................... 233 
ПОПТОР аа 65 
MDISe залы 92 
MOS Technology ............ 20, 66 
Motorola M6820 ............. 21 


multiplication ................. 174 


multiplication table .......... 143 
НЕ ИТЕК К ОТТ Т Т 181 
music program ................ 137 
N 

nested loops ................... 103, 109 
night pattern .................. 153, 154 
ДЫМ ЕКУЛУ ТТЛ 229 
O 

OTISBL оноо ена 104 
ОЛМЕН ыа аа 233. 
one-shOt'. заа 54 
орар ауланыз 204, 206 
ORB цена 48 
output register (ORA) ....... 22 
output signal .................. 43 
output transistor ............. 149 
overflow ....................... 238 
P 

paper tape ..................... 226 
paper-tape reader ............ 225 
parallel-to-serial conversion ... 46 
parallel input-output ........ 15 
passive pull-ups ............... 23 
pedagogy....................... 12 
peripherals...................... 216 
DNASE 2 еее етир 58 
phases viinan ел 151 
photo emitters ................ 226 
phototransistor ............... 188 
РТА аснаванні 20 
PIO аа 11, 16, 233 
ОИСИ esee ГОЛУ ҮЕ 209 
ПОШ санана нз 11 
polling loop ................... 58 
polling the 6520's ............ 28 
DOE саны асацы 16 
pot trimmer................... 149 
precautions.................... 149 
е ССРИ АОИ CR RASA 75 
programmable timer ........ 11 
programming form .......... 14 
НІК ТИРЕ карана 56 
pulse measurement .......... 131 
pulse trains .................... 19 
PULSES ызба 202 
R 

RAM нае 65 
register selection .............. 25 
ГЕТА УЗ osos раза 81 
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р аа 21,27 
Rockwell ....................... 31, 65 
ROM а 203 
rotational speed .............. 203 
RRIOT аан 61 
RESI ьн 24 
ВО 24 
S 

sample-and-hold ............. 206 
saw-tooth curve .............. 194 
SCAND аке, 119 
scanning ............ M vA EA NES 223 
Schmitt triggers ............... 228 
serial-to-parallel .............. 46 
shift register ................... 46 
dj. de саман аны 20 
SITE IE Coco deseen oues isa КОРИ 188 
siren sound.................... 128, 129 
software delay ................ 102 
SOIdeE бае 149 
SPDT k uma шуны ы: 82 
SDea Ker l. er u a iS 91,178 
SPCC аа 202 
po x PN 82 
sprocket hole .................. 228 
SESE ан, 82 
Square мауе................... 92, 178 
standard system .............. 64 
iri mr PEE 117 
status flag ...................... 18 


218 


successive approximations .. 204 
switch values .................. 175 
RWILCHIES «c iesu ы дасы 11, 64, 70, 
127, 148 
КЕ о eR тыны 31 
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